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TITLE  8— ALIENS  AND 
NATIONALITY 

Chapter  II — Office  of  Alien  Property, 
Department  of  Justice 

Part  502 — Rules  of  Procedure  for 
Claims 

miscellaneous  amendments 

Part  502,  Subpart  B — Title  Claims,  is 
hereby  amended  by  the  deletion  of 
§§  502.106,  502.107,  502.110,  and  502.112, 
and  the  substitution  thereof  of  new 
§§  502.106,  502.107,  502.110,  and  502.112 
as  follows: 

§  502.106  Service  and  availability  of 
decision.  Copies  of  the  decision  of  the 
Office  shall  be  served  on  the  parties.  In 
accordance  with  the  provisions  of  §  503.1 
of  this  chapter,  copies  of  such  decision 
will  be  available  for  public  examination 
at  the  OflBce. 

§  502.107  Publication  of  notice  of  in¬ 
tention  to  return  vested  property.  In 
accordance  with  section  32  (f )  of  the  act, 
prior  to  the  return  of  vested  property, 
the  Director  will  issue  and  file  for  publi¬ 
cation  with  the  Federal  Register  a  no¬ 
tice  of  intention  to  return  vested  prop¬ 
erty,  except  that  no  such  notice  need  be 
published  where  the  return  is  to  be  made 
to  a  resident  of  the  United  States  or  a 
corporation  organized  under  the  laws  of 
the  United  States,  or  any  State,  Terri¬ 
tory,  or  possession  thereof,  or  the  Dis¬ 
trict  of  Columbia. 

§  502.110  Return  order.  Where  no 
notice  of  intention  to  return  vested  prop¬ 
erty  has  been  issued,  an  order  directing 
return  will  issue  at  the  time  the  claim 
is  allowed  or  as  soon  thereafter  as  prac¬ 
ticable.  Where  notice  of  intention  to 
return  vested  property  has  been  issued, 
an  order  directing  return  will  issue  as 
soon  as  practicable  after  the  expiration 
of  thirty  (30)  days  following  the  publi¬ 
cation  of  the  notice,  except  where  the 
notice  has  been  revoked  in  accordance 
with  §  502.108  or  objection  has  been 
filed  pursuant  to  §  502.109  and  has  not 
been  disposed  of  by  the  Director. 

§  502.112  Return  of  vested  property. 
After  issuailte  of  the  return  order,  com¬ 
pletion  of  the  final  audit  and  final  ad¬ 


ministrative  determination  with  respect 
to  taxes,  fees  and  conservatory  expenses, 
appropriate  instruments  and  papers  will 
issue  returning  the  property  claimed. 
The  claimant  receiving  such  property 
shall  execute  papers  in  such  form  as  the 
Director  shall  determine,  acknowledg¬ 
ing  receipt  of  the  property  returned. 

(Sec.  301,  55  Stat.  839;  50  U.  S.  C.  App., 
616.  E.  O.  9142,  Apr.  21,  1942,  7  F.  R.  2935; 
3  CFR,  1943  Cum.  Supp.;  E.  O.  9725,  May  16, 
1946,  11  F.  R.  5381;  3  CFR,  1946  Supp.;  E.  O. 
9788,  Oct.  14,  1946,  11  F.  R.  11981,  12123,  3 
CFR,  1946  Supp.). 

Executed  at  Washington,  D.  C.,  this 
25th  day  of  May  1951. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 
Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.  R.  Doc.  51-6359;  Filed,  May  31,  1951; 
8:54  a.  m.] 


TITLE  15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 

Domestic  Commerce,  Department 

of  Commerce 

Subchapter  C — Office  of  International  Trade 
[5th  Gen.  Rev.  of  Export  Regs.,  Arndt.  59 ‘] 

Part  373 — Licensing  Policies  and 
Related  Special  Provisions 

Part  384 — General  Orders 
miscellaneous  amendments 

Part  373,  Licensing  Policies  and  Re¬ 
lated  Special  Provisions,  is  amended  in 
the  following  particulars: 

1.  A  new  §  373.24  is  added  thereto  to 
read  as  follows: 

§  373.24  Statement  of  past  participa¬ 
tion  in  exports  for  certain  commodities-^ 
(a)  General.  Applicants  for  licenses 
to  export  any  of  the  commodities  set 
forth  in  this  section  must  submit  a  state- 


*  This  amendment  was  published  In  CTur- 
rent  Export  Bulletin  No.  621,  dated  May  24, 
1951. 
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21  ($0.65);  Titles  22-23  ($0.35);  Title  25 
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Order  from  Superintendent  of  Documents, 
Government  Printing  Office,  Wasliington 
25,  D.  C. 
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Chapter  I: 
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ment  of  past  participation  in  exports  on 
Form  IT-821,*  in  duplicate.  This  in¬ 
formation  need  be  filed  only  once  by  an 
applicant  unless  information  submitted 
on  Form  IT-821  changes,  at  which  time 
a  new  form  must  be  submitted  which  re¬ 
fers  to  the  original  form  submitted. 
The  submission  of  this  information  does 
not  guarantee  that  the  applicant  will 
receive  a  license  for  the  full  amount  or 
any  portion  of  the  commodities  covered 
by  his  license  application.  The  general 
requirements  of  this  section  shall  apply 
to  the  following  Positive  List  commodi¬ 
ties,  in  addition  to  other  applicable  re¬ 
quirements. 

(b)  Rubber  tires  and  casmgs.  Each 
applicant  for  a  license  to  export  truck 
and  bus  casings,  passenger  car  casings, 
off-the-road  casings,  farm  tractor  and 
implement  casings,  and  industrial  cas¬ 
ings,  Schedule  B  Nos.  206000,  206200, 
’206430,  206450,  and  206490  must  submit 
with  his  first  license  application  the  fol¬ 
lowing  information: 

(1)  On  separate  Forms  IT-821,  total 
exports  from  the  United  States,  by 
quantity  and  value,  made  in  his  own 
name  during  each  of  the  calendar  years 
1948,  1949,  and  1950  of  (i)  passfenger  car 
casings.  Schedule  B  No.  206200,  and  (ii) 
casings  classified  under  Schedule  B  Nos. 
206000,  206430,  206450  and  206490  to  the 
following  countries: 


Belgian  Congo. 

Belgium. 

Finland. 

France. 

French  Morocco. 
Indonesia. 

Iran. 

Iraq. 

Israel. 


Lebanon. 

Malaya. 

Philippine  Islands. 
Singapore. 

Sweden. 

Switzerland. 

Syria. 

Thailand. 


(2)  The  names  of  all  rubber  tire  and 
casing  exporters,  dealers,  manufacturers, 
and  of  any  other  business  organization 
(whether  individuals,  corporations, 
partnerships,  associations  or  any  other 
kind  of  organization)  engaged  in  the 
same  business  activity  which  are  directly 
or  indirectly  owned  or  controlled  by  the 
applicant  or  which  directly  or  indirectly 
own  or  control  the  applicant’s  opera¬ 
tions;  the  date  (month  and  year)  when 
such  firms  or  organizations  were  estab¬ 
lished,  and  their  relationships  to  the  ap¬ 
plicant’s  operations. 

(3)  An  applicant  may,  but  need  not, 
submit  information  required  on  Form 
IT-821  where  his  total  exports  of  the 
commodities  covered  by  this  paragraph 
were  less  than  $10,000  for  any  one  year. 

Note:  In  the  absence  of  any  report  on 
Form  IT-821,  OIT  will  assume  that  the  ap¬ 
plicant’s  total  exports  for  a  commodity  (or 
commodity  group)  were  less  than  $10,000  in 
each  of  the  three  calendar  years,  and  his 
application  will  be  considered  against  a  por¬ 
tion  of  the  export  quota  held  for  exportere 
In  this  category. 

This  part  of  the  amendment  shall  be¬ 
come  effective  as  of  June  23, 1951. 


» Filed  as  part  of  the  original  document. 
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2.  Section  373.51  Supplement  1:  Time  schedules  for  submission  of  applications 
for  licenses  to  export  certain  Positive  List  commodities  is  amended  by  adding  thereto 
submission  dates  with  respect  to  certain  applications  for  the  third  and  fourth 
quarters,  1951,  as  follows: 


Dept,  of 
('omni. 
Pched.  B  No. 


Commodity 


Submission 
dates  third 
quarter 


f.'iai.’iO 

f)220S.5 

fi220H7 

f.2a>«.5 

6220a8 


6.V».'i(l2-6.V.5»8 

()57050-t)58998 


6f.2n00 

t«B600 

tifi.3700 

r>r>;{8(X) 

BfiliSKK) 

etu.sdi 

fiW.'ilO 

f)C4515 

6r)4.")20 

WM.StO 

f>fi4.'i7n 

frfVI.W.'j 

604901 

604910 

6t'>4915 
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Ferromanganese _ _ 

Ferrochrome _ _ _ _ _ 

Ferromolybdenum . . . 

Ferro  vanadium . 

Ferrotitanium  and  ferro-carbo-titanium . 

Ferrotungsten . 

Ferrocolumbium -tantalum,  ferrozirconlum,  ferrotantalum. 


Lead,  nickel,  lin,  zinc,  and  manu/acture$ 


I..ead  and  manufactures... 
Nickel  and  manufactures. 
Tin  and  manufactures  ... 
Zinc  and  manufactures... 


Other  non/erroug  ores,  metals,  and  alloys,  except  precious 


Babbitt  metal . . . 

Molybdenum  ore  and  concentrates  (molybdenum  content) . 

Vanadium  ore  and  conctmtrates,  vanadic  oxide  (pentoxide  VjOj)  content _ 

Magnesium  metal  in  primary  form . 

Tungsten  metal,  stellite,  wire,  shapes,  and  alloys,  except  tool  blanks,  tips  and  inserts. 

Antimony . 

Bismuth  matte,  slimes,  redisues,  and  base  bullion.. . 

Cadmium  dros.s,  flue  dust,  residues,  and  scrap . 

Chromium  or  chromite . 

Manganese  ores  and  concentrates,  containing  10  percent  or  more  manganese _ 

Tantalum . . . . . . 

Titanium,  ilmcnite,  and  rutile . . . . . . . . . 

Zirconium . . . . . . . 

Antimony  (metal  or  regulus,  needle,  or  li(iuidated  antimony,  alloys,  and  antimony- 
l)earing  scrap  metal). 

Bismuth  metal  and  alloys . . . . . . . . 

Cadmium  metals  (metallic  shapes  included) . 

Cadmium  alloys . 

Chromium  metal,  anodes,  chromium-bearing  alloys  and  scrap . 

Manganese  metal  and  alloys  (alloys  containing  10  percent  or  more  manganese  in¬ 
cluded). 

Molybdenum  metal,  alloys  and  scrap _ _ _ _ _ 

Tantalum  metal  and  alloys. . . 

Vanadium  metal,  alloys,  and  scrap . . . 

Zirconium  metals  and  alloys . 

Titanium  metal . 

Magnesium  powder,  ribbons,  and  metal  in  other  forms . . . 

Molybdenum  wire . 

Lighter  flints _ _ _ _ _ _ _ _ 

Flue  dust,  vanadium . .' . 

Tantalum  rings,  wire,  and  crucibles . 


June  15-July2, 
'  1951. 


Do. 


Do. 


This  part  of  the  amendment  shall  be¬ 
come  effective  as  of  May  24,  1951. 

(Sec.  3,  63  Stat.  7;  50  U.  S.  C.  App.  Sup.  2023. 

E.  O.  9630.  Sept.  27,  1945,  10  F.  R.  12245,  3 
CPR,  1945  Supp.;  E.  O.  9919,  Jan.  3,  1948,  13 

F.  R.  59,  3  CFR,  1918  Supp.) 

3.  Section  384.2  Practice  before  the 
Office  of  International  Trade  is  amended 
in  the  following  particulars: 

Paragraph  (b)  Former  employees  is 
amended  to  read  as  follows: 

(b)  Former  employees.  No  person 
shall  appear  or  be  permitted  to  appear 
before  the  Office  of  International  Trade, 
Department  of  Commerce,  as  the  agent, 
attorney,  or  representative  of  any  indi¬ 
vidual,  corporation,  partnership,  or  any 
group  or  body  of  persons,  other  than  the 
United  States  or  agency  thereof,  or  public 
international  organizations,  as  desig¬ 
nated  by  Executive  order  (including  the 
United  Nations  and  its  specialized  agen¬ 
cies  ) ,  if  such  person : 

( 1 )  Is,  or  at  any  time  within  one  year 
prior  thereto  was,  a  full-time  or  part- 
time,  compensated  or  uncompensated 
officer  or  employee  of  the  Office  of  In¬ 
ternational  Trade  and  such  relationship 
or  employment  was  terminated  subse¬ 
quent  to  May  24.  1951;  or 

(2)  Has  at  any  time  been  oflQcially 
associated  with  the  specific  transaction 
or  matter  to  which  such  appearance  re¬ 


lates,  as  a  full-time  or  part-time,  com¬ 
pensated  or  uncompensated  oflBcer  or 
employee  of  the  OfiBce  of  International 
Trade  or  any  of  its  predecessor  or  con¬ 
stituent  agencies. 

Notwithstanding  the  prohibition*  con¬ 
tained  in  this  paragraph  the  Office  of 
International  Trade  may,  in  exceptional 
cases  and  upon  receipt  of  a  sworn  writ¬ 
ten  application  setting  forth  the  facts, 
grant  to  a  former  officer  or  employee 
disqualified  under  this  section,  written 
permission  to  appear  before  the  Office  of 
International  Trade  on  behalf  of  another 
person  for  a  specific  or  limited  purpose, 
where  in  its  opinion  such  permission  is 
necessary  to  prevent  injustice  or  unnec¬ 
essary  hardship. 

As  used  in  this  paragraph,  the  term 
“appear  before  the  Office  of  Interna¬ 
tional  Trade”  shall  have  the  same  mean¬ 
ing  as  the  definition  in  paragraph  (a) 
(2)  of  this  section. 

This  part  of  the  amendment  shall  be¬ 
come  effective  as  of  May  24,  1951. 

4.  Section  384.8  Orders  modifying 
validity  of  certain  export  licenses  is 
amended  in  the  following  particulars: 

The  provisions  of  paragraph  (a)  Raw 
cotton  are  deleted  and  the  following 
new  provisions  are  substituted: 

(a)  Raw  cotton.  The  validity  period 
of  all  outstanding  validated  licenses  for 


the  exportation  of  raw  cotton.  Schedule 
B  Nos.  300005  through  300012,  shall  ex¬ 
pire  on  the  date  shown  on  the  license  or 
midnight  July  31,  1951,  whichever  date 
is  earlier. 

This  part  of  the  amendment  shall  be¬ 
come  effective  as  of  May  24,  1951. 

(Sec.  3,  63  Stat.  7;  50  U.  S.  C.  App.  Sup.  2023. 
E.  O.  9630,  Sept.  27,  1945,  10  F.  R.  12245,  3 
CFR.  1945  Supp.;  E.  O.  9919,  Jan.  3,  1948, 
13  F.  R.  59,  3  CFR,  1948  Supp.) 

Loring  K.  Macy, 

Acting  Director, 
Office  of  International  Trade, 

IF.  R.  Doc.  51-6317;  Piled.  May  31,  1951; 
8:47  a.  m.) 


TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Marketing 
Administration  (Standards,  Inspec¬ 
tions,  Marketing  Practices),  Depart¬ 
ment  of  Agriculture 

Part  29 — Tobacco  Inspection 
designation  of  tobacco  market  at 

LAMAR,  S.  C. 

Upon  referenda  conducted,  pursuant 
to  prior  notice  (16  F.  R.  3349),  during 
the  period  May  10,  1951-May  12,  1951, 
both  dates  inclusive,  among  tobacco 
growers,  who,  during  the  1950-51  mar¬ 
keting  season,  sold  tobacco  at  auction  on 
the  market  at  Lamar,  South  Carolina,  it 
is  found  that  more  than  two-thirds  of 
the  growers  voting  in  such  referendum 
favor  the  designation  of  such  market  un¬ 
der  section  5  of  the  Tobacco  Inspection 
Act  (7  U.  S.  C.  511  et  seq.)  for  the  free 
and  mandatory  inspection  and  certifica¬ 
tion  of  tobacco  sold  on  such  market. 
.Therefore,  pursuant  to  the  authority 
vested  in  the  Secretary  of  Agriculture, 
and  for  the  purposes  of  said  act,  the  or¬ 
ders  of  designation  of  tobacco  markets 
(7  CFR  29.601;  14  F.  R.  4514,  5364,  6193, 
15  F.  R.  3979,  4071,  4675,  and  7117)  are 
amended  by  adding  thereto  at  the  end 
thereof  the  following  paragraph  (nn) : 

§  29.601  Designation  of  tobacco  mar¬ 
kets.  *  *  * 

(nn)  The  tobacco  market  at  Lamar, 
South  Carolina.  Effective  30  days  after 
June  1,  1951,  no  tobacco  of  any  type 
shall  be  offered  for  sale  at  auction  on 
the  market  at  Lamar,  South  Carolina, 
until  such  tobacco  shall  have  been  in¬ 
spected  and  certified  by  an  authorized 
representative  of  the  U.  S.  Department 
of  Agriculture  according  to  standards 
established  under  The  Tobacco  Inspec¬ 
tion  Act  (7  U.  S.  C.  511  et  seq.) :  Pro¬ 
vided,  however.  That  such  requirement 
of  inspection  and  certification  may  be 
suspended  at  any  time  when  it  is  found 
impracticable  to  provide  inspection  or 
when  the  quantity  of  tobacco  available 
for  inspection  is  not  sufficient  to  justify 
the  cost  of  such  service. 

(Secs.  2.  5,  49  stat.  731,  732;  7  U.  S.  C.  511a, 
Slid) 

Issued  this  28th  day  of  May,  1951. 

[seal]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

IF.  R.  Doc.  51-6299;  Filed,  May  31,  1951; 

8:46  a.  m.] 
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Part  52 — Processed  Fruits  and  Vege¬ 
tables,  Processed  Products  Thereof, 
AND  Certain  Other  Processed  Food 
Products 

Subpart  B — United  States  Standards  for 
Grades  of  Processed  Fruits,  Vegeta¬ 
bles,  AND  Other  Products 

u.  s.  standards  for  grades  of  orange 
marmalade 

Correction 

In  Federal  Register  Document  51-5896, 
appearing  at  page  4746  of  the  issue  for 
Tuesday,  May  22,  1951,  the  following 
changes  should  be  made: 

1.  The  section  number  should  read 
“§  52.448”  instead  of  “§  52.488”. 

2.  In  the  table  in  paragraph  (j ) ,  score 
points  “26-33”  should  read  “28-^3”  and 
the  word  “Grade”  should  appear  below 
the  words  “Total  score”. 


C’  ~pter  IX — Production  ond  Mar¬ 
keting  Administration  (Marketing 
Agreements  and  Orders),  Depart¬ 
ment  of  Agriculture 

[938.307,  Amdt.  2] 

Part  958 — Irish  Potatoes  Grown  in 
Colorado 

limitation  of  shipments 

a.  Findings.  1.  Pursuant  to  Marketing 
Agreement  No.  97  and  Order  No.  58  (7 
era.  Part  958)  regulating  the  handling 
of  Irish  potatoes  grown  in  the  State  of 
Colorado,  effective  under  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (48 
Stat.  31,  as  amended;  7  U.  S.  C.  601  et 
seq.),  and  upon  the  basis  of  the  recom¬ 
mendation  and  inforaiation  submitted 
by  the  administrative  committee  for 
Area  No.  2,  established  pursuant  to  said 
marketing  agreement  and  order,  and 
upon  other  available  information,  it  is 
hereby  found  that  the  amended  limita¬ 
tion  of  shipments  as  hereinafter  pro¬ 
vided,  w'ill  tend  to  effectuate  the  declared 
policy  of  the  act. 

2.  It  is  hereby  found  that  it  is  imprac¬ 
ticable  and  contrary  to  the  public  inter¬ 
est  to  give  preliminary  notice,  engage  in 
public  rule  making  procedure,  and  post¬ 
pone  the  effective  date  of  this  section  un¬ 
til  30  days  after  publication  in  the  Fed¬ 
eral  Register  (5  U.  S.  C.  1001  et  seq.) 
in  that  (i)  the  time  intervening  between 
the  date  when  the  information  upon 
which  this  amendment  is  based  become 
available  and  the  time  when  this  amend¬ 
ment  must  become  effective  to  effectuate 
the  declared  policy  of  the  act  is  insuf¬ 
ficient,  (ii)  this  amendment  merely  ex¬ 
tends  the  effective  period  of  the  present 
regulation,  (iii)  compliance  with  this 
regulation  will  not  require  any  prepara¬ 
tion  on  the  part  of  handlers  which  can¬ 
not  be  completed  by  such  effective  date, 
(iv)  a  reasonable  time  is  permitted,  un¬ 
der  the  circumstances,  for  such  prepara¬ 
tion,  and  (V)  information  regarding  the 
committee’s  recommendation  has  been 
made  available  to  producers  and  han¬ 
dlers  in  the  production  area. 


b.  Order,  as  amended.  The  provisions 
of  paragraph  (b)  (1)  of  §  958.307  (15 
F.  R.  5194)  are  hereby  amended  to  read 
as  follows: 

(1)  During  the  period  beginning  at 
12:01  a.  m.,  m.  s.  t.,  November  15,  1950, 
and  ending  12:01  a.  m.,  m.  s.  t.,  July  1, 
1951,  no  handler  shall  ship  potatoes 
grown  in  Area  No.  2,  as  such  area  is 
defined  in  Marketing  Agreement  No.  97 
and  Order  No.  58,  which  do  not  meet  the 
requirements  of  Regulation  No.  1  limit¬ 
ing  shipments  to  U.  S.  No.  2  or  better 
grades  (General  Cull  Regulation — pub¬ 
lished  in  the  Federal  Register,  July  16, 
1949;  14  F.  R.  3979) ;  no  handler  shall 
ship  potatoes  of  the  round  varieties 
which  are  of  sizes  smaller  than  2  inches 
minimum  diameter ;  ahd  no  handler  shall 
ship  potatoes  of  the  long  varieties  which 
are  of  sizes  smaller  than  2  inches  mini¬ 
mum  diameter  or  4  ounces  minimum 
weight  as  such  terms,  grades,  and  sizes 
are  defined  in  the  U.  S.  Standards  for 
Potatoes  (7  CFR  51.366)  including  the 
tolerances  .set  forth  therein:  Provided, 
That  the  aforesaid  limitation  shall  not 
be  applicable  to  (i)  potatoes  shipped  for 
seed  purposes  which  have  been  officially 
■  certified  as  seed  potatoes  by  the  ofiBcial 
Colorado  seed  certifying  agency  and 
which  are  in  containers  bearing  official 
Colorado  seed  certification  tags,  and  (ii) 
potatoes  shipped  for  consumption  by  a 
charitable  institution,  for  relief  purposes, 
or  for  manufacturing  purposes  for  con¬ 
version  into  by-products. 

(Sec.  5,  49  stat.  753,  as  amended;  7  U.  S.  C. 
and  Sup.,  608c) 

Done  at  Washington,  D.  C.,  this  29th 
day  of  May  1951,  to  be  effective  on  June 
1,  1951. 

[seal!  S.  R.  Smith, 

Director,  Fruit  and  Vegetable 
Branch,  Production  and  Mar¬ 
keting  Administration. 

|F.  R.  Doc.  51-6381;  Filed,  May  31,  1951; 

8:55  a.  m.] 


This  establishes  controls  in  the  County 
of  Hancock,  State  of  Indiana,  which 
county  is  made  a  portion  of  the  Indian¬ 
apolis,  Indiana,  Denfense-Rental  Area. 
Hancock  County  has  never  been  under 
control  prior  to  the  effective  date  of  this 
amendment. 

2.  A  new  item  is  hereby  incorporated 
in  Schedule  B  to  read  as  follows: 

86,  Provisions  relating  to  the  County 
of  Hancock,  Indiana,  a  portion  of  the 
Indianapolis,  Indiana,  Defense-Rental 
Area. 

Control  of  the  County  of  Hancock, 
Indiana,  a  portion  of  the  Indianapolis. 
Indiana,  Defense-Rental  Area.  Effective 
June  1,  1951,  the  provisions  of  §§  825.1 
to  825.12  and  825.81  to  825.92  shall  apply 
to  housing  accommodations  in  the 


TITLE  18— CONSERVATION 
OF  POWER 

Chapter  II — Tennessee  Valley 
Authority 

Part  301 — Procedures 

OBTAINING  of  APPROVAL  FOR  CONSTRUCTION 
IN  THE  TENNESSEE  RIVER  SYSTEM 

In  the  material  published  in  the  Fed¬ 
eral  Register  of  May  17,  1951  (16  F.  R. 
4609),  the  word  “not”  appearing  in  the 
fifth  line  of  subparagraph  (2),  para¬ 
graph  (h),  of  §  301.2  should  be  deleted. 

Tennessee  Valley 
Authority, 

[seal]  John  Oliver, 

Acting  General  Manager. 

[F.  R.  Doc.  51-6361;  Filed,  May  31,  1951; 
8:54  a.  m.j 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIII — Office  of  Housing 
Expediter 

[Controlled  Housing  Rent  Reg.,  Amdt.  379] 

[Controlled  Rooms  in  Rooming  Houses  and 
Other  Establishments  Rent  Reg.,  Amdt. 
374] 

Part  825 — Rent  Regulation  Under  the 
Housing  and  Rent  Act  of  1£47,  as 
Amended 

INDIANA 

Amendment  379  to  the  Controlled 
Housing  Rent  Regulation  (§§  825.1  to 
825.12)  and  Amendment  374  to  the  Rent 
Regulation  for  Controlled  Rooms  in 
Rooming  Houses  and  Other  Establish¬ 
ments  (§§  825.81  to  825.92).  Said  regu¬ 
lations  are  amended  in  the  following 
respects; 

1.  Schedule  A,  Item  103,  is  amended  to 
read  as  follows: 


County  of  Hancock,  Indiana,  a  portion 
of  the  Indianapolis,  Indiana,  Defense- 
Rental  Area,  except  as  modified  by  the 
following  provisions; 

a.  “Maximum  rent  date”  means  April 
1,  1951.  “Effective  date  of  regulation” 
means  June  1,  1951. 

b.  In  the  case  of  any  action  which,  on 
June  1,  1951,  was  required  or  authorized 
by  §§  825.1  to  825.12  or  825.81  to  825.92 
to  be  taken  within  a  specified  period  of 
time,  the  same  time  period  shall  be  ap¬ 
plicable  but  such  time  period  shall  be 
counted  from  June  1,  1951. 

c.  If,  on  June  1, 1951,  services  provided 
with  any  housing  accommodations  are 
less  than  the  minimum  required  by 
§  825.3  or  §  825.83,  the  landlord  shall 
either  restore  and  maintain  such  mini- 


Niunp  of  dpfpnse- 
rpntul  arpa 

State 

County  or  count ios  under  rent 
repulation 

M  aximum 
rent  date 

Effeetivo 
date  of 
repulation 

Date  liy 
which  rcei.'^- 
tmtion  to  he 
tiled 

(103)  Indianapolis.. 

Indiana... 

Marion  County,  p.xcept  the  towns 
of  SiK“pdway  and  Woodrull  I’luce. 
Hancock  County . 

July  1,1941 

Apr.  1,1951 

July  1, 1942 

June  1, 1951 

Aut-’.  1.5,1942 

June  30,19.51 

5110 

mum  services  or  file  a  petition  on  or 
before  June  30, 1951,  requesting  approval 
of  the  decreased  services.  If,  on  June 
1,  1951,  the  furniture,  furnishings  or 
equipment  provided  with  any  housing 
accommodations  are  less  than  the  mini¬ 
mum  required  by  §  825.3  or  §  825.83,  the 
landlord  shall  file,  on  or  before  June  30, 
1951,  a  written  report  showing  the  de¬ 
crease  in  furniture,  furnishings,  or 
equipment.  Except  as  modified  by  this 
amendment,  the  provisions  of  §§  825.5 
(b)  and  825.85  <b)  shall  be  applicable  to 
all  such  cases. 

d.  Section  825.2  (c)  (2)  is  changed  to 
read  as  follows: 

(2)  Maximum  rent  established  by  a 
renting  prior  to  June  Where  the 

maximum  rent  of  the  housing  accommo¬ 
dations  is  originally  established  by  a 
renting  prior  to  June  1,  1951,  no  security 
deposit  shall  be  demanded,  received,  or 
retained  except  in  the  amount  (or  any 
lesser  amount)  and  on  the  same  terms 
and  conditions  (or  on  terms  and  condi¬ 
tions  less  burdensome  to  the  tenant) 
provided  for  in  the  lease  or  other  rental 
agreement  in  effect  on  the  date  de¬ 
termining  the  maximum  rent. 

e.  Section  825.82  (c)  (2)  is  changed  to 
read  as  follows: 

(2)  Maximum  rent  established  by  a 
renting  prior  to  June  1,  1951.  Where  a 
maximum  rent  is  established  by  a  rent¬ 
ing  prior  to  June  1,  1951,  no  security 
deposit  shall  be  demanded,  received  or 
retained  except  in  the  amount  (or  any 
lesser  amount)  and  on  the  same  terms 
and  conditions  (or  on  terms  and  condi¬ 
tions  less  burdensome  to  the  tenant) 
provided  for  in  the  lease  or  other  rental 
agreement  in  effect  on  the  date  deter¬ 
mining  the  maximum  rent. 

f.  Section  825.4  (a)  is  changed  to  read 
as  follows; 

(a)  Rents  on  April  1, 1951.  Except  as 
otherwise  provided  in  this  section,  for 
any  housing  accommodations  subject  to 
§§  825.1  to  825.12  and  rented  on  April  1, 
1951,  the  maximum  rent  shall  be  the 
rent  for  such  accommodations  on  that 
date. 

g.  Section  825.84  (a)  is  changed  to 
read  as  follows: 

(a)  Rented  or  regularly  offered  on 
April  1,  1951  or  during  the  month  of 
March  1951.  For  a  room  rented  or 
regularly  offered  for  rent  on  April  1, 1951 
or  during  the  month  of  March  1951,  the 
maximum  rents  shall  be  the  highest  rent 
for  each  term  or  number  of  occupants 
for  which  the  room  was  rented  on  that- 
date  or  during  that  month,  or,  if  the 
room  was  not  rented  or  was  not  rented 
for  a  particular  term  or  number  of  oc¬ 
cupants  on  that  date  or  during  that 
month,  the  maximum  rents  shall  be  the 
rent  for  each  term  or  number  of  occu¬ 
pants  for  which  it  was  regularly  offered 
during  that  period. 

h.  If,  on  June  1,  1951,  there  was  a 
ground  for  adjustment  under  §§  825.5 
(a)  or  825.85  (a)  and  a  petition  for  ad¬ 
justment  is  filed  on  or  before  June  30, 
1951,  the  adjustment  shall  be  effective 
as  of  June  1,  1951. 


RULES  AND  REGULATIONS 

1.  In  §  825.5  (a)  (1)  the  heading 

thereof  is  changed  to  read  as  follows: 
‘'Major  capital  improvement  after  maxi- 
mun  rent  date."  In  the  same  §  825.5  (a) 
(1)  the  words  “maximum  rent  date”  are 
substituted  for  the  words  “effective  date 
of  the  Rent  Regulation  for  Housing  is¬ 
sued  pursuant  to  the  Emergency  Price 
Control  Act  of  1942,  as  amended.” 

j.  In  §  825.5  (a)  (3)  the  word  “space” 
and  the  phrase,  “or  a  substantial  in¬ 
crease  in  the  living  space  since  June  30, 
1947  but  before  April  1,  1948”  are  de¬ 
leted. 

k.  In  §  825.5  (c)  (3)  the  word  “space” 
and  the  phrase  “or  a  substantial  decrease 
in  the  living  space  since  June  30,  1947, 
but  before  April  1, 1948,”  are  deleted. 

l.  The  provisions  of  §§  825.6  and  825.86 
shall  not  apply  to  any  case  in  which 
judgment  was  entered  prior  to  June  1, 
1951,  by  a  court  of  competent  juris¬ 
diction  for  the  eviction  or  removal  of  a 
tenant  from  housing  accommodations. 

m.  Wherever  the  date  June  30,  1947, 
appears  in  §§  825.4  (c)  and  (d),  825.84 
(f)  and  825.85  (a)  (3)  and  (c)  (3),  the 
date  April  1,  1951,  shall  be  substituted. 

n.  Wherever  the  date  July  1,  1947,  ap¬ 
pears  in  §§  825.5  (d),  825.82  (a)  and 
825.85  (d)  the  date  June  1,  1951,  shall 
be  substituted. 

o.  Wherever  the  date  April  1.  1948, 
appears  in  §  825.4  (e)  the  date  April  1, 
1951,  shall  be  substituted. 

p.  Wherever  the  date  July  1,  1947,  ap¬ 
pears  in  §§  825.4  (c)  and  (d)  and  825.84 
(c).  (d)  and  (f),  the  date  April  2,  1951, 
shall  be  substituted. 

q.  Wherever  the  date  July  1,  1948,  ap¬ 
pears  in  §  825.85  (c)  (1)  the  date  June 
1,  1951,  shall  be  substituted. 

r.  Wherever  the  date  June  30,  1947, 
appears  in  §  825.84  (d)  the  date  June  1, 
1951,  shall  be  substituted. 

(Sec.  204,  61  Stat.  197,  as  amended;  50  U.  S.  C. 
App.  Sup.,  1894) 

This  amendment  shall  be  effective  as 
of  June  1,  1951. 

Issued  this  29th  day  of  May  1951. 

Tighe  E.  Woods, 
Housing  Expediter. 

[F.  R.  Doc.  51-6392;  Filed,  May  31,  1C51; 
8:56  a.  m.] 


TITLE  26— INTERNAL  REVENUE 

Chapter  I — Bureau  of  Internal  Reve¬ 
nue,  Department  of  the  Treasury 

Subchapter  C — Miscellaneous  Excise  Taxes 
[Regulations  92] 

Part  174 — Disposition  of  Denatured 
Alcohol,  Denatured  Rum,  and  Sub¬ 
stances  or  Preparations  Containing 
Denatured  Alcohol  or  Denatured  Rum 

Preamble.  1.  These  regulations, 
“Regulations  92,  Disposition  of  De¬ 
natured  Alcohol,  Denatured  Rum,  and 
Substances  or  Preparations  Containing 
Denatured  Alcohol  or  Denatured  Rum” 
(26  CFR  Part  174)  are  a  republication  of 
Regulations  92,  approved  April  27,  1937 
(26  CFR  Part  174;  2  F.  R.  908),  and  all 


amendments  and  modifications  thereof 
through  December  31,  1950. 

2.  These  regulations  consist  only  of 
previously  approved  material  but  the 
text  has  been  rearranged  and  renum¬ 
bered  to  conform  to  the  Federal  Register 
Regulations  (13  F.  R.  5929). 

3.  These  regulations  shall,  on  and 
after  May  1,  1951,  supersedes  Regu¬ 
lations  92  (26  CFR  Part  174;  2  F.  R.  908). 

4.  These  regulations  shall  not  affect  or 
limit  any  act  done  or  any  liability  incur¬ 
red  under  any  regulations  superseded 
hereby,  or  any  suit,  action,  or  proceeding 
had  or  commenced  in  any  civil,  admin¬ 
istrative,  or  criminal  cause  and  proceed¬ 
ing  prior  to  the  effective  date  of  these 
regulations,  nor  shall  these  regulations 
release,  acquit,  affect,  or  limit  any  of¬ 
fense  committed  in  violation  of  previ¬ 
ously  existing  regulations,  or  any 
penalty,  liability  or  forfeiture  incurred 
prior  to  such  date,  or  alter,  modify,  or 
repeal,  the  provisions  of  any  other  exist¬ 
ing  regulations  relating  to  denatured 
alcohol,  denatured  rum,  cr  products  con¬ 
taining  such  alcohol  cr  rum. 

5.  It  is  found  that  compliance  with 
the  notice  and  public  rule-making 
procedure  and  effective  date  limitations 
of  the  Administrative  Procedure  Act  (5 
U.  S.  C.  1001  et  seq.)  is  unnecessary  in 
connection  with  the  issuance  of  the 
regulations  in  this  part  for  the  reason 
that  the  changes  made  are  of  a  technical 
and  clarifying  nature  and  do  not  ad¬ 
versely  affect  the  legitimate  industry. 

Laws  of  More  Common  Application  Pertain¬ 
ing  TO  THE  Disposition  of  Denatured  Alco¬ 
hol,  Denatured  Rum,  and  Substances  or 
Preparations  Containing  Denatured  Alco¬ 
hol  OR  Denatured  Rum 

26U.  S.  C.  3111  Taxability  of  denatured  al¬ 
cohol  or  articles  produced, 
transferred,  used,  or  sold 
in  violation  of  law  or  reg¬ 
ulations. 

26  U.  S.  C.  3121  Powers  and  duties  of  per¬ 
sons  enforcing  this  part. 

26  U.  S.  C.  3124  Definitions. 

26  U.  S.  C.  3170  Transfer  and  delegation  of 
powers. 

26  U.  S.  C.  3176  Rules  and  regulations. 
Regulatory  Provisions 

SUBPART  a- -scope  OF  REGULATIONS 

Sec. 

174.1  Denatured  alcohol,  denatured  rum, 
and  substances  or  preparations  con¬ 
taining  denatured  alcohol  or  dena¬ 
tured  rum. 

SUBPART  B — ^definitions 

Sec. 

174.5  Meaning  of  terms. 

174.6  Articles 

174.7  Commissioner. 

174.8  I.  R.  C. 

174.9  Person. 

174.10  U.  S.  C. 

SUBPART  C — REQXHREMENT  OF  RETURNS 

174.15  Returns  required. 

174.16  Piling  returns. 

SUBPARt  D — RECORDS  TO  BE  MAINTAINED 

174.20  Records  required. 

174.21  Inspection  of  records. 

Authority:  §§  174.1  to  174.21  issued  under 
63  Stat.  375;  26  U.  S.  C.  3176.  Interpret  or 
apply  53  Stat  359,  363,  364,  373,  as  amended; 
26  U.  S.  C.  3111,  3121,  3124,  3170. 

Derivation:  |§  174.1  to  174.21  derived  from 
Regulations  92,  1937  edition  (28  CFR  Part 
174;  2  F.  R.  908). 


Friday^  June  1,  1951 
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Laws  of  More  Common  Application  Pertain¬ 
ing  TO  THE  Disposition  of  Denatured  Al¬ 
cohol,  Denatured  Rum,  and  Substances 
OR  Preparations  Containing  Denatured 
Alcohol  or  Denatured  Rum  » 

26  U.  S.  C,  3111  Taxability  of  denatured 
alcohol  or  articles  produced,  transferred, 
USED,  or  sold  in  VIOLATION  OF  LAW  OR  REGU¬ 
LATIONS. 

Any  person  who  shall  produce,  withdraw, 
sell,  transport,  or  use  denatured  alcohol,  de¬ 
natured  rum,  or  articles  In  violation  of  laws 
or  regulations  now  or  hereafter  in  force  per¬ 
taining  thereto,  and  all  such  denatured  alco¬ 
hol,  denatured  rum,  or  articles  shall  be 
subject  to  all  provisions  of  law  pertaining  to 
alcohol  that  is  not  denatured.  Including  those 
requiring  the  payhient  of  tax  thereon;  and 
the  person  so  producing,  withdrawing,  sell¬ 
ing,  transporting,  or  using  the  denatured 
alcohol,  denatured  rum,  or  articles  shall  be 
required  to  pay  such  tax. 

26  U.  S.  C.  3121  Powers  and  duties  of 
PERSONS  enforcing  THIS  PART.  ‘ 

(a)  Commissioner  and  other  persons.  The 
Commissioner,  his  assistants,  agents,  and  in¬ 
spectors,  and  all  other  officers,  employees,  or 
agents  of  the  United  States,  whose  duty  it  is 
to  enforce  criminal  laws,  shall  have  all  the 
rights,  privileges,  powers,  and  protection  in 
the  enforcement  of  the  provisions  of  this 
part  which  are  conferred  by  law  for'  the 
enforcement  of  any  laws  in  respect  of  the 
taxation,  Importation,  exportation,  trans¬ 
portation,  manufacture,  possession,  or  use  of, 
or  traffic  in,  intoxicating  liquors. 

(b)  Delegation  of  duties  to  assistants. 
Any  act,  authorized  by  this  subchapter  to 
be  done  by  the  Commissioner  may  be  per¬ 
formed  by  any  assistant  or  agents  designated 
by  him  for  that  purpose.  Records,  reports, 
or  returns  required  to  be  filed  with  the  Com¬ 
missioner  may  be  filed  with  an  Assistant 
Commissioner  or  other  person  designated  by 
the  Commissioner  to  receive  such  records, 
reports,  or  returns. 

(c)  Power  to  secure  records.  All  records 
and  reports  kept  or  filed  under  the  provisions 
of  this  part,  and  all  liquor  or  property  to 
which  such  records  or  reports  relate,  shall 
be  subject  to  Inspection  at  any  reasonable 
hour  by  the  Commissioner  or  any  of  his 
agents  or  by  any  public  prosecutor  or  by  any 
person  designated  by  him,  or  by  any  peace 
officer  in  the  State  where  the  records  or  re¬ 
ports  are  kept,  and  copies  of  such  records 
and  reports  duly  certified  by  the  person  with 
whom  kept  or  filed  may  be  introduced  in  evi¬ 
dence  with  like  effect  as  the  originals  thereof, 
and  verified  copies  of  such  records  shall  be 
furnished  to  the  Commissioner  when  called 
for. 

(d)  Transfer  of  duties.  For  transfer  of 
powers  and  duties  of  Commissioner  and  his 
agents,  see  section  3170. 

26  U.  S.  C.  3124  Definitions. 

(а)  When  used  in  this  part — 

*  *  •  *  * 

(б)  The  term  “regulation”  shall  mean  any 
regulation  prescribed  by  the  Commissioner 
with  the  approval  of  the  Secretary  of  the 
Treasury  for  carrying  out  the  provisions  of 
this  part,  and  the  Commissioner  is  authorized 
to  make  such  regulations. 

(7)  The  term  “articles”  shall  mean  any 
substance  or  preparation  in  the  manufacture 
of  which  denatured  alcohol  or  denatured 
rum  is  used. 

(8)  The  term  “person”  shall  mean  and  in¬ 
clude  natural  persons,  firms,  partnerships, 
corporations,  and  associations. 

•  •  •  *  * 

26  U.  S.  C.  3170  Transfer  and  delegation 

OF  POWERS. 


*  The  sections  of  the  United  States  Code 
are  numbered  identically  with  corresponding 
sections  of  the  Internal  Revenue  Code. 


The  Secretary  is  authorized  to  confer  and 
Impose  upon  the  Commissioner  and  any  of 
his  assistants,  agents,  or  employees,  and  upon 
any  other  officer,  employee,  or  agent  of  the 
Treasury  Department,  any  of  the  rights, 
privileges,  powers,  duties  and  protection  con¬ 
ferred  or  Imposed  upon  the  Secretary,  or  any 
officer  or  employee  of  the  Treasury  Depart¬ 
ment,  by  any  law  now  or  hereafter  in  force 
relating  to  the  taxation,  exportation,#trans- 
portation,  manufacture,  possession,  or  use 
of,  or  traffic  in,  distilled  spirits,  wine,  fer¬ 
mented  liquors,  or  denatured  alcohol. 

26  U.  S.  C.  3176  Rules  and  regulations. 

(a)  Power  of  Commissioner.  The  Com¬ 
missioner,  with  the  approval  of  the  Secretary, 
shall  prescribe  and  publish  all  needful  rules 
and  regulations  for  the  enforcement  of  this 
chapter. 

•  •  *  *  • 

Regulatory  Provisions 

SUBPART  A — SCOPE  OF  REGULATIONS 

§  174.1  Denatured  alcohol,  denatured 
rum,  and  substances  or  preparations 
containing  denatured  alcohol  or  de¬ 
natured  rum.  These  regulations,  “Regu¬ 
lations  92,  Disposition  of  Denatured 
Alcohol,  Denatured  Rum,  and  Substances 
or  Preparations  Containing  Denatured 
Alcohol  or  Denatured  Rum”  (26  CFR, 
Part  174),  contain  the  procedural  and 
substantive  requirements  relative  to  the 
returns  and  records  of  dispositions  of 
denatured  alcohol,  denatured  rum,  and 
substances  or  preparations  containing 
denatured  alcohol  or  denatured  rum. 

SUBPART  B — DEFINITIONS 

§  174.5  Meaning  of  terms.  As  used  in 
this  part,  unless,  the  context  otherwise 
requires,  terms  shall  have  the  meanings 
ascribed  in  this  subpart. 

§174.6  Articles.  “Articles”  shall  mean 
denatured  alcohol,  denatured  rum,  ethyl 
acetate,  and  any  liquid  substance  or 
preparation  which  contains  more  than  25 
percent  by  volume  of  denatured  alcohol 
or  denatured  rum. 

§  174.7  Commissioner.  “Commis¬ 
sioner”  shall  mean  the  Commissioner  of 
Internal  Revenue. 

§  174.8  7.  R.  C.  “1.  R.  C.”  shall  mean 
the  Internal  Revenue  Code. 

§  174.9  Person.  “Person”  shall  mean 
and  include  natural  persons,  firms,  part¬ 
nerships,  corporations,  and  associations. 

§  174.10  U.  S.  C.  “U.  S.  C.”  shall 
mean  the  United  States  Code. 

SUBPART  C — REQUIREMENT  OF  RETURNS 

§174.15  Returns  required.  Every  per¬ 
son  in  the  United  States  who  consigns, 
sells,  or  otherwise  disposes  of,  articles  as 
defined  in  §  174.6,  shall,  when  required 
in  writing  by  the  Commissioner  of  In¬ 
ternal  Revenue,  the  Deputy  Commis¬ 
sioner  in  charge  of  the  Alcohol  Tax  Unit, 
or  a  district  supervisor  or  acting  district 
supervisor  of  the  Alcohol  Tax  Unit,  for 
the  purpose  of  determining  whether  such 
articles  are  being  used  for  the  recovery 
of  alcohol  in  fraud  of  the  internal  reve¬ 
nue  tax  on  such  alcohol,  render  in  writ¬ 
ing  a  correct  return  showing: 

(a)  The  date  of  each  consignment, 
sale,  or  other  disposition  of,  such  articles 
on  or  after  the  receipt  of  the  notice  re¬ 
quiring  such  returns: 


(b)  The  quantity  and  kind  of  the  ar¬ 
ticles  consigned,  sold,  or  otherwise  - 
disposed  of; 

(c)  The  name  and  complete  address 
of  the  purchaser,  or  person  to  whom  dis¬ 
position  is  made,  and  if  the  sale  or  dis¬ 
position  is  made  by  or  through  any  other 
person,  the  name  and  complete  address 
of  such  other  person; 

(d)  The  name  and  complete  address 
of  the  consignee; 

(e)  The  date  and  method  of  shipment 
or  delivery,  such  as  by  truck,  or  other 
conveyance,  and  the  state  or  city  regis¬ 
tration  number  of  such  truck  or  other 
conveyance,  if  any; 

(f)  The  name  and  complete  address  of 
the  driver  of  such  truck,  or  other  con¬ 
veyance,  as  shown  by  the  driver’s  oper¬ 
ator’s  license,  if  any,  giving  the  number 
of  the  license  and  the  date  of  issuance; 

(g)  The  name  and  complete  address 
of  the  person  to  whom  actual  delivery 
has  been,  or  is  to  be,  made;  and 

(h)  The  exact  date  of  such  delivery, 
or  proposed  delivery.  Where  shipment 
is  made  by  a  common  carrier,  such  as  a 
railroad,  trucking  company,  steamboat 
line,  etc.,  the  information  required  by 
paragraphs  (e)  and  (f)  of  this  section 
need  not  be  reported,  but  in  lieu  thereof 
there  shall  be  furnished  the  complete 
routing  of  the  shipment. 

§174.16  Filing  returns.  Returns 
shall  be  filed  with  the  officer  or  employee 
of  the  Bureau  of  Internal  Revenue  desig¬ 
nated  by  the  Commissioner  or  the  officer 
requiring  returns,  not  later  than  10  days 
after  the  receipt  of  the  notice  requiring 
the  same  to  be  filed,  unless  that  notice 
shall  specify  a  shorter  period  of  time 
within  which  the  return  is  to  be  filed. 

SUBPART  D — RECORDS  TO  BE  MAINTAINED 

§  174.20  Records  required.  Every  per¬ 
son  who  consigns,  sells,  or  otherwise  dis¬ 
poses  of  any  such  articles,  as  defined  in 
§  174.6,  shall,  on  and  after  the  receipt  of 
a  notice  in  writing  requiring  returns  to 
be  made  under  Subpart  C,  keep  at  his 
place  of  business  such  books,  records, 
documents,  papers,  invoices,  bills  of 
lading,  etc.,  relating  to  or  connected  with 
every  such  consignment,  sale,  or  disposi¬ 
tion,  as  will  enable  such  person  to  make 
the  return  provided  for  by  Subpart  C. 

§  174.21  Inspection  of  records.  When 
any  person  has  made  a  return  pursuant 
to  the  procedure  provided  for  in  Subpart 
C,  such  books,  records,  documents,  pa¬ 
pers,  invoices,  bills  of  lading,  etc.,  shall 
be  kept  readily  available  for,  and  open 
to,  inspection  by  any  officer  or  employee 
of  the  Alcohol  Tax  Unit  of  the  Bureau 
of  Internal  Revenue  during  the  hours  of 
business  of  such  person. 

Effect.  These  regulations  shall  be  ef¬ 
fective  as  of  May  1,  1951. 

[seal]  Geo.  J.  Schoeneman, 

Commissioner  of  Internal  Revenue. 

Approved : 

Thomas  J.  Lynch, 
Acting  Secretary  of  the  Treasury. 

[F.  R.  Doc.  51-6368;  Filed,  May  31,  1951; 
8:55  a.  m.) 
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RULES  AND  REGULATIONS 


TITLE  32A— NATIONAL  DEFENSE, 
APPENDIX 

Chapter  II — Economic  Stabilization 
Agency 

[General  Order  6] 

GO  6 — Abolishment  of  Offices  and 
Transfer  of  Personnel 

REVOCATION 

The  purpose  of  General  Order  No.  6, 
Abolishment  of  Offices  and  Transfer  of 
Personnel,  dated  February  18,  1951,  hav¬ 
ing  been  accomplished,  the  order  is 
hereby  revoked. 

Issued:  May  29,  1951  at  9:10  a.  m. 

Eric  Johnston, 

Economic  Stabilization  Administrator. 

[F.  R.  Doc.  61-6443:  Filed.  May  31,  1951; 
11:10  a.  m.J 


Chapter  III — Office  of  Price  Stabiliza¬ 
tion,  Economic  Stabilization  Agency 

[Celling  Price  Regulation  42] 

CPR  42 — Ceiling  Prices  for  Certain 

Canned  Vegetables  of  the  1951  Spring 

Pack 

Pursuant  to  the  Defense  Production 
Act  of  1950  (Pub.  Law  774,  81st  Cong.), 
Executive  Order  10161  (15  F.  R.  6105), 
and  Economic  Stabilization  General 
Order  No.  2  (16  F.  R.  738)  this  Ceiling 
Price  Regulation  42  is  hereby  issued. 

statement  of  considerations 

This  regulation  is  the  first  ceiling  price 
regulation  for  any  canned  fruit  or  vege¬ 
table  having  provisions  designed  to  meet 
specific  problems  of  the  canning  indus¬ 
try.  It  establishes  ceiling  prices  for  sales 
by  canners  of  the  spring  pack  of  canned 
asparagus,  green  beans,  spinach,  and 
vegetable  greens  other  than  spinach, 
produced  and  processed  between  Janu¬ 
ary  1,  1951  and  June  30,  1951.  These 
vegetables,  however,  are  produced  in 
packing  seasons  which  vary  in  length  in 
different  parts  of  the  country.  There¬ 
fore,  if  the  major  portion  of  the  spring 
pack  of  any  one  canned  vegetable  is  pro¬ 
duced  and  processed  before  June  30, 1951, 
this  regulation  applies  to  the  entire 
spring  pack  of  the  vegetable. 

NEED  for  prompt  ACTION 

Canners  of  the  spring  pack  of  canned 
vegetables  are  in  an  acute  situation  be¬ 
cause  of  unavoidable  inequities  resulting 
from  the  general  price  freeze  under  the 
General  Ceiling  Price  Regulation  and 
because  of  the  exemption  of  canned  veg¬ 
etables,  as  seasonal  items,  from  provi¬ 
sions  of  the  Manufacturers  Ceiling  Price 
Regulation. 

The  General  Ceiling  Price  Regulation 
caught  the  canning  industry  between 
processing  seasons.  By  the  time  the  1951 
spring  pack  began,  increases  in  packag¬ 
ing  costs,  in  some  raw  commodity  costs, 
and  in  labor  costs  over  those  in  1950  had 
occurred. 

Moreover,  the  price  control  techniques 
employed  by  the  General  Ceiling  Price 
Regulation  do  not  fit  well  with  the  prac¬ 
tical  operating  problems  of  the  canning 
industry.  Since  many  canners  sold  their 


entire  1950  spring  pack  before  the  GCPR 
base  period  of  December  19,  1950  to 
January  25,  1951,  they  cannot  compute 
their  own  ceiling  prices  under  that  regu¬ 
lation  but  instead  must  either  borrow 
prices  of  their  nearest  competitors,  or 
apply  to  the  Office  of  Price  Stabilization 
for  establishment  of  individual  ceiling 
prices  If  a  large  number  of  canners 
borrow  prices,  a  distorted  price  structure 
will  tend  to  arise.  Since  canned  veg¬ 
etables  generally  are  exempt  from  the 
Manufacturers  Ceiling  Price  Regulation, 
because  of  the  seasonal  character  of  this 
industry,  no  ceiling  prices  for  canned 
vegetables  can  be  determined  under  that 
regulation.  It  is  therefore  necessary  to 
establish  promptly  ceiling  prices  for  the 
spring  pack  of  the  particular  vegetables 
so  that  the  spring  pack  can  move  into 
customary  channels  of  trade.  The  rev¬ 
enue  obtained  from  the  sale  of  the  spring 
pack  of  canned  vegetables  is  significant 
because  it  is  used  by  canners  to  finance 
their  later  canning  operations  and  to 
meet  financial  obligations  incurred  to 
process  the  spring  pack. 

This  regulation  is  therefore  intended 
to  meet  the  emergency  situation  created 
by  the  squeeze  in  production  costs  and 
the  need  for  prMnpt  movement  of  the 
spring  pack  into  commercial  distribution. 

Pricing  methods  for  other  canned 
fruits  and  vegetables  are  now  being 
studied  by  the  Office  of  Price  Stabiliza¬ 
tion  and  will  be  covered  by  a  later  regu¬ 
lation.  The  canned  vegetables  covered 
by  this  regulation  are  also  being  included 
in  that  study.  Because  of  the  emergency 
character  of  this  regulation,  the  pricing 
policies  and  methods  used  in  the  regula¬ 
tion  are  subject  to  later  change. 

PRICING  methods  OF  THE  REGULATION 

,  The  pricing  methods  used  in  this  reg¬ 
ulation  are  designed  to  maintain  a  gen¬ 
erally  fair  and  equitable  margin  for 
processing  in  relation  to  the  margin 
existing  in  the  most  recent  period  of  free 
selling  prices  before  the  Korean  conflict. 
At  the  same  time,  the  regulation  follows 
the  policy  announced  in  the  Statement 
of  Considerations  for  the  Manufacturers 
Ceiling  Price  Regulation  of  avoiding 
“rubber  stamped  inflation”  through  in¬ 
discriminate  allowance  of  all  cost  in¬ 
creases. 

To  accomplish  these  purposes,  a  for¬ 
mula  pricing  method  has  been  adopted. 
The  regulation  establishes  a  base  period 
of  January  1-June  30.  1950  representing 
the  most  recent  pre-Korean  price  situ¬ 
ation.  Only  the  vegetables  for  which 
such  a  pre-Korean  base  period  existed 
in  1950  are  covered  by  the  regulation. 

To  establish  his  ceiling  price  for  an 
item,  the  canner  first  determines  his 
representative  weighted  average  sales 
price  or  “base  price”  of  the  item  sold 
during  the  base  period  -at  the  canner 
level.  He  then  adds  to  his  base  price  an 
adjustment  for  certain  production  cost 
increases,  which  is  computed  by  a  stated 
percentage  factor  for  different  process¬ 
ing  areas.  In  addition,  the  canner  then 
adds  to  his  adjusted  base  price  the  actual 
amount  of  his  raw  material  cost  increase 
which  may  not  exceed  an  amount  based 
upon  the  1951  legal  minimum  prices  to 
growers  of  the  vegetable.  The  canner’s 
ceiling  price  is  his  base  price  adjusted 


for  the  two  kinds  of  recognized  cost  in¬ 
creases. 

COST  INCREASES  OTHER  THAN  RAW  MATERIAL 

The  cost  increases  other  than  raw  ma¬ 
terial  recognized  in  the  regulation  in¬ 
clude  packaging  costs,  labor  costs,  ware¬ 
house  costs,  and  similar  direct  produc¬ 
tion  costs.  These  increases  are  stated  in 
terms  of  a  factor  representing  the  per¬ 
centage  by  which  the  canner’s  base  pe¬ 
riod  sales  price  may  be  increased. 

The  percentage  factors  for  these  cost 
Increases,  which  are  computed  for  dif¬ 
ferent  processing  areas,  are  based  upon 
cost  data  submitted  by  industry  repre¬ 
sentatives  for  the  different  areas  and 
upon  consultation  and  discussion  with 
the  canning  industry  advisory  committee. 

COST  INCREASES  FOR  RAW  MATERIALS 

Permitted  cost  increases  for  raw  mate¬ 
rials  have  been  limited  to  actual  cost 
increases.  However,  in  no  event  may 
these  exceed  the  effective  legal  minima 
provided  for  agricultural  commodities 
under  SvCtion  402  (d)  of  the  Defense 
Production  Act  of  1950.  The  maximum 
increases  specified  for  raw  materials  are 
the  differences  between  the  1950  season 
averages  and  the  effective  legal  minima, 
for  the  appropriate  periods  during  which 
the  raw  commodity  is  delivered  to  the 
canning  factory  for  processing  in  each 
major  producing  area,  as  adjusted  by 
the  Secretary  of  Agriculture  for  loca¬ 
tion  differentials.  The  maximum  in¬ 
creases  are  expressed  in  dollars-and- 
cents  figures  or  as  a  percentage  increase 
over  each  caimer’s  1950  weighted  aver¬ 
age  raw  material  cost. 

SPECIAL  PRICING  PROVISION 

Special  problems  exist  in  determining 
raw  material  cost  increases  for  grower- 
canner  -  cooperatives,  grower  -  canners, 
and  other  canners  who  do  not  buy  their 
raw  material  during  the  packing  season 
at  firm  prices,  such  as  purchases  under 
“open-end”  contracts.  This  group  of 
canners  does  not  have  any  firm  basis 
of  their  own  purchases  against  which 
they  can  measure  their  1951  raw  mate¬ 
rial  cost  increases.  To  meet  this  prob¬ 
lem,  grower-canners  and  canners  who  do 
not  buy  at  firm  raw  material  prices  are 
required  to  borrow  the  1951  raw  mate¬ 
rial  cost  increase  of  their  nearest  canner. 
In  the  case  of  grower-^canner-coopera- 
tives,  they  may  adjust  their  base  price  by 
adding  up  to  but  not  more  than  the 
entire  maximum  permitted  raw  mate¬ 
rial  cost  increase  on  the  condition  that 
the  amount  of  that  increase  must  be  re¬ 
turned  to  the  growers.  This  provision 
permits  grower-canner-cooperatives  to 
obtain  ceiling  prices  reflecting  the  legal 
minimum  prices  to  growers  for  raw  ma¬ 
terial,  and  at  the  same  time  precludes 
the  expansion  of  processing  margins. 

Special  pricing  provisions  are  also  in¬ 
cluded  in  the  regulation  to  establish  ceil¬ 
ing  prices  for  new  items,  such  as  those 
differing  in  grade  or  container  size,  and 
for  items  sold  on  a  delivered  basis. 

INAPPLICABILITY  OF  PRICING  METHODS 

Because  of  the  many  different  possible 
pricing  situations,  such  as  lack  of  base 
period  sales,  the  regulation  recognizes 
that  some  canners  may  not  be  able  to  ap- 
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ply  any  of  the  pricing  methods  to  their 
own  situation.  To  solve  this  problem,  a 
canner  who  is  unable  to  use  other  pricing 
methods  in  the  regulation  shall  either 
borrow  as  his  ceiling  price  the  average  of 
the  ceiling  prices  of  his  three  nearest 
ranners,  or  he  shall  apply  to  the  Office 
of  Price  Stabilization  for  his  ceiling 
price.  The  inapplicability  of  the  pricing 
methods  of  the  regulation  is  significant 
in  the  case  of  canner-wholesalers  and 
canner-retailers  who  engage  in  canning 
operations  and  sell  all  their  production 
at  wholesale  and  retail  price  levels. 
This  regulation,  being  designed  to  estab¬ 
lish  prices  at  the  canner  level,  does  not 
contain  a  formula  applicable  to  those 
sellers  who,  while  engaged  in  canning 
operations,  do  not  make  sales  at  the  can¬ 
ner  level.  Data  now  on  hand  is  inade¬ 
quate  to  establish  a  pricing  method  or 
formula  for  these  canner-wholesalers 
and  canner-retailers.  Accordingly,  pric¬ 
ing  methods  for  this  special  group,  and 
also  for  distributors,  are  to  be  promptly 
studied  on  the  basis  of  consultation  with 
the  industry.  In  the  meantime,  canner- 
wholesalers  and  canner-retailers  need¬ 
ing  price  authorization  will  obtain  prices 
by  application  to  the  Office  of  Price 
Stabilization  under  section  7  of  the 
Regulation. 

CONCLUSION 

In  formulating  this  regulation  the  Di¬ 
rector  of  Price  Stabilization  has  consult¬ 
ed  with  the  industry  represented  and  has 
given  full  consideration  to  its  recom¬ 
mendations.  The  Director  finds  that 
any  changes  in  business  practice,  cost 
practice,  or  methods  under  this  regula¬ 
tion  are  necessary  to  prevent  circumven¬ 
tion  or  evasion  of  the  ceiling  prices  for 
the  vegetables  covered  by  this  regula¬ 
tion.  In  his  judgment  the  provisions  of 
this  regulation  are  generally  fair  and 
equitable  and  are  necessary  to  effectu¬ 
ate  the  purposes  of  the  Defense  Produc¬ 
tion  Act  of  1950. 

In  so  far  as  is  practicable  the  Director 
of  Price  Stabilization  has  given  due  con¬ 
sideration  to  the  national  effort  to  effect 
maximum  production  in  furtherance  of 
the  purposes  of  the  Defense  Production 
Act  of  1950.  to  prices  prevailing  during 
the  period  May  24,  1950  to  June  24,  1950 
and  to  relevant  factors  of  general  appli¬ 
cability. 

REGULATORY  PROVISIONS 

Sec. 

1.  Coverage  of  this  regulation. 

2.  Celling  prices  f.  o.  b.  factory  for  sales 

by  canners  of  Items  sold  during  the 
base  period. 

8.  Ceiling  prices  and  raw  material  permitted 
cost  Increases  for  grower-canners  and 
other  canners  who  purchase  raw  ma¬ 
terial  on  an  open-end  contract. 

4.  Celling  prices  and  raw  material  cost  In¬ 
creases  for  grower-owned  cooperatives. 

8.  Ceiling  prices  for  canners  who  did  not 
sell  the  ‘Item  during  the  base  period 
but  who  sold  other  items  of  the  prod¬ 
uct  during  that  period. 

6.  Ceiling  prices  for  canners  who  are  unable 

to  figure  their  ceUing  prices  under 
sections  2, 3,  4,  or  5  of  this  regulation. 

7.  Individual  authorization  of  celling  prices. 

8.  Uniform  f.  o.  b.  factory  prices  for  fac¬ 

tories  In  different  pricing  areas. 

8.  Delivered  prices. 

10.  Uniform  delivered  prices  by  zones  or 
areas. 
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11.  Payment  of  brokers. 

12.  Special  packing  expenses  that  may  b* 

refiected  in  ceiling  prices. 

13.  Units  of  sale  and  fractions  of  a  cent. 

14.  Maintenance  of  customary  discounts,  al¬ 

lowances  and  price  differentials. 

15.  Export  sales. 

16.  Storage. 

17.  Records  which  must  be  kept. 

18.  Reports  which  the  canner  must  file. 

19.  Sales  slips  and  receipts. 

20.  Transfers  of  business  or  stock  in  trade. 

21.  Adjustable  pricing. 

22.  Treatment  of  taxes. 

23.  Compliance  with  this  regulation. 

24.  Applications  for  adjustment  by  canners 

who  have  been  found  to  have  violated 
the  Robinson-Patman  Act. 

85.  Petitions  for  amendment,  protests  and 
interpretations. 

26.  Definitions. 

Authority:  Sections  1  to  26  issued  under 
sec.  704,  Pub.  Law  774,  81st  Cong.  Interpret 
or  apply  Title  IV,  Pub.  Law  774,  81st  Cong., 
E.  O.  10161,  Sept.  9.  1950,  15  F.  R.  6105; 

3  CFR,  1950  Supp. 

Section  1.  Coverage  of  this  regula~ 
tion — (a)  What  products  and  sellers  are 
covered.  This  regulation  establishes  a 
method  for  calculating  ceiling  prices  for 
sales  by  canners  of  the  1951  spring  pack 
of  the  following  canned  vegetables  proc¬ 
essed  in  the  following  areas: 

Product :  Areas 

Asparagus  ___  All  States. 

Spinach _ All  States. 

Green  beans.  Alabama,  Arkansas,  Florida. 

Georgia,  Louisiana,  Mis¬ 
sissippi,  Missouri,  Okla¬ 
homa,  South  Carolina, 
Tennessee,  and  Texas. 
Vegetable  All  States, 
greens 
(other 
than 
spinach) . 

Other  vegetables  may  be  added  from  time 
to  time.  This  regulation  does  not  apply 
to  any  listed  vegetable  that  is  packed  and 
sold  as  “baby  food,”  as  “junior  food,”  or 
as  “soup.” 

(b)  Pricing  provisions  to  he  used.  The 
main  pricing  method  for  most  canners 
is  found  in  section  2  of  this  regulation. 
If,  however,  you  are  a  grower-canner,  or 
if  you  puichase  raw  materials  on  open- 
end  contracts,  your  ceiling  prices  are  de¬ 
termined  by  sections  2  and  3  of  this  regu¬ 
lation.  If  you  are  a  grower-owned  co¬ 
operative,  your  ceiling  prices  are  deter¬ 
mined  by  sections  2  and  4  of  this  regula¬ 
tion.  Section  5  of  this  regulation  sets 
forth  the  method  of  computing  your 
ceiling  price  for  items  not  sold  during 
the  base  period,  while  sections  6  and  7 
of  this  regulation  establish  methods  by 
which  canners,  such  as  new  canners  or 
those  selling  only  at  wholesale  or  retail, 
who  cannot  compute  their  ceiling  prices 
under  the  other  provisions  of  the  regula¬ 
tion  may  obtain  ceiling  prices. 

(c)  Where  this  regulation  applies. 
This  regulation  applies  in  the  48  states 
of  the  United  States  and  the  District  of 
Columbia. 

(d)  What  this  regulation  supersedes. 
For  the  product  and  sellers  covered,  this 
regulation  supersedes  the  General  Ceil¬ 
ing  Price  Regulation  (16  F.  R.  808). 

Sec.  2.  Ceiling  prices  f.  o.  h.  factory 
for  sales  by  canners  of  items  sold  dur¬ 


ing  the  base  period.  You  shall  compute 
your  ceiling  prices  for  each  factory  at 
which  you  process  an  item  covered  by 
this  regulation  by  first  determining  your 
“base  price.”  Thereafter  you  shall  in¬ 
crease  your  “base  price”  ^  an  adjust¬ 
ment  for  cost  increases  other  than  raw 
materials  and  by  an  adjustment  for  raw 
material  cost  increases. 

(a)  How  to  determine  your  base  price. 
Your  base  price  is  your  weighted  aver¬ 
age  sales  price  per  dozen  containers 
f.  o.  b.  factory  for  each  item  of  the  1950 
pack  sold  during  the  “base  period”  from 
January  1  through  June  30,  1950. 
“Weighted  average  sales  price”  is  the 
total  gross  sales  dollars  charged  f.  o.  b. 
factory  for  the  item  during  the  base 
period  divided  by  the  number  of  dozens  of 
containers  of  that  item  sold. 

(1)  What  sales  and  sales  contracts  you 
include  in  your  “weighted  average  sales 
price.”  All  sales  and  confirmed  sales 
contracts  at  firm  prices  of  the  1950  pack 
of  the  item  made  in  the  regular  course  of 
business  during  the  base  period  shall  be 
included,  regardless  of  the  date  of  deliv¬ 
ery.  Sales  contracts  made  at  times  other 
than  during  the  base  period  shall  not  be 
included,  even  though  delivery  was  made 
during  the  base  period.  However,  the 
following  sales  and  sales  contracts  shall 
be  excluded,  even  though  made  during 
the  base  period:  Sales  at  retail  (in¬ 
cluding  sales  to  growers  and  employees) 
and  at  wholesale;  sales  to  government 
procurement  agencies.  Institutional, 
commercial  and  industrial  users,  state 
agencies  and  political  subdivisions  there¬ 
of;  and  sales  of  damaged  goods,  or  of 
goods  packed  for  experimental  purposes. 

(2)  Separate  base  prices.  You  shall 
figure  a  separate  base  price  for  each 
item ;  a  single  base  price  shall  be  figured 
for  items  which  differ  only  in  brand 
name.  Subgrades  shall  also  be  ignored. 

(3)  Base  price  for  factory  group.  In 
determining  your  “base  price,”  you  may 
determine  one  “base  price”  for  any  group 
of  factories,  all  of  which  are  located  in 
the  same  pricing  area.  In  figuring  a 
single  base  price  for  a  group  of  factories, 
you  shall  include  all  of  the  sales  at  each 
factory  which  compose  the  “weighted 
average  sales  price”  defined  in  this  sec¬ 
tion.  The  term  “same  pricing  area” 
means  that  each  factory  must  be  located 
in  the  same  area  both  for  permitted  in¬ 
creases  other  than  raw  material  and  for 
raw  material  permitted  increases  named 
in  paragraphs  (b)  and  (c)  of  this  section. 

(b)  How  to  adjust  for  permitted  in¬ 
creases  other  than  raw  material.  After 
obtaining  your  base  price  for  the  item, 
you  shall  multiply  it  by  the  appropriate 
figure  set  forth  in  the  Table  below  for  the 
area  in  which  your  factory  is  located: 

Table  I 

ASPARAGUS 

Area  I — New  Jersey,  Delaware,  Mary¬ 


land  and  Virginia _ 1.  045 

Area  II — California,  Washington  and 

Oregon _ 1. 035 

Area  III — All  other  states - -  I  04 

spinach 

Area  I — California,  Washington  tnd 

Oregon _ 1.08 

Area  II — All  other  states _ _  1.05 
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GREEN  BEANS 

Area  I — Alabama,  Arkansas,  Florida, 
Georgia,  Louisiana,  Mississippi,  Mis¬ 
souri,  Oklahoma,  South  Carolina, 
Tennesse"  and  Texas _ 1.05 

VEGETABLE  GREENS  (Other  than  spinach) 
Area  I — All  states _ 1.065 

The  resulting  figure  is  your  “adjusted 
base  price.” 

(c)  How  to  figure  the  raw  material 
permitted  increase.  Next,  you  shall  add 
to  your  “adjusted  base  price”  the  amount 
of  your  raw  material  increase  deter¬ 
mined  by  the  following  procedure: 

(1)  Per  ton  cost  increase.  Obtain  the 
difference  between  your  1950  weighted 
average  raw  material  cost  per  ton  deliv¬ 
ered  at  the  factory,  and  your  1951 
weighted  average  raw  material  cost  per 
ton  delivered  at  the  factory  up  to  the 
date  of  computation  of  your  ceiling 
price.  However,  if  this  difference  ex¬ 
ceeds  the  amount  of  the  appropriate 
maximum  permitted  raw  material  in- 


(2)  CSnversion  of  per  ton  raw  mate~ 
rial  increase  to  increase  per  dozen  con¬ 
tainers.  Divide  your  raw  material  cost 
increase  per  ton  by  the  average  of  your 
case  or  unit  yields  per  ton  for  the  three 
preceding  years  (or  such  of  them  in 
which  you  packed  the  product)  and  ad¬ 
just  for  grade  yield  distribution  accord¬ 
ing  to  your  customary  practice  during 
such  period.  Then,  convert  this  ad¬ 
justed  per  unit  cost  increase  to  the  in¬ 
crease  per  dozen  containers  of  the  fin¬ 
ished  product. 

(3)  Your  ceiling  price.  Tlie  figure 
resulting  from  the  addition  of  your  raw 
material  permitted  increase  to  your  ad¬ 
justed  base  price  is  your  ceiling  price 
per  dozen  containers  f.  o.  b.  factory  for 
the  item. 

(4)  Recalculation.  If  during  the 
1951  spring  pack,  or  at  the  termination 
of  the  1951  spring  pack  of  a  product, 
you  had  different  raw  material  per¬ 
mitted  cost  increases  from  those  used  in 
figuring  your  ceiling  prices,  you  may  re¬ 
figure  your  ceiling  prices  for  all  por¬ 
tions  of  the  pack  of  the  product  not  sold 
on  a  firm  contract.  In  refiguring  your 


crease  for  the  area  in  which  your  fac¬ 
tory  is  located,  both  in  terms  of  dollars 
and  cents  and  in  terms  of  a  percentage 
of  your  1950  weighted  average  raw  ma¬ 
terial  cost,  as  provided  in  Table  II  be¬ 
low,  then  use  either  of  the  increases 
there  provided. 

The  1951  weighted  average  raw  mate¬ 
rial  cost  per  ton  shall  be  based  upon  all 
raw  material  purchased  for  processing 
or  contracted  for  by  you  at  a  firm  price 
at  the  time  of  figuring  your  ceiling 
prices  under  this  regulation.  To  deter¬ 
mine  your  “weighted  average  raw  mate¬ 
rial  cost”  for  each  year,  compute  the 
total  amount  paid  by  you  to  the  grower 
of  the  raw  agricultural  material,  plus 
any  transportation,  storage,  harvesting, 
seeds  and  plants,  crates,  boxes,  bags,  ac¬ 
quisition,  and  other  direct  costs  paid  or 
incurred  by  you  up  to  the  point  of  deliv¬ 
ery  at  your  factory  and  not  charged  to 
the  grower.  Divide  this  total  amount 
by  the  number  of  tons  purchased.  The 
result  is  your  “weighted  average  raw 
material  cost.” 


ceiling  prices  under  this  section  you 
shall  base  your  calculation  on  all  raw 
material  purchased,  or  contracted  to  be 
purchased  at  a  firm  price  up  to  the  time 
of  refiguring  your  ceiling  prices. 

(d)  Sales  f.  o.  b.  shipping  points  other 
than  factory.  If  during  the  base  period 
you  sold  all  or  portions  of  an  item  at  a 
shipping  point  other  than  the  factory 
where  the  item  was  canned,  and,  if  in 
computing  your  ceiling  price  f.  o.  b.  fac¬ 
tory,  you  subtracted  from  your  base  pe¬ 
riod  sales  price  the  transportation  costs 
for  the  item  from  its  factory  of  origin 
to  such  location,  you  may  add  to  your 
f.  o.  b.  factory  ceiling  price,  for  all  or 
any  portion  of  the  item  sold  f.  o.  b.  such 
location,  the  current  transportation  costs 
per  sales  unit  from  factory  to  such 
location. 

Sec.  3.  Ceiling  prices  and  raw  material 
permitted  cost  increases  for  grower-can- 
ners  and  other  canners  who  purchase 
raw  materials  on  an  open-end  contract. 
If  you  are  (a)  a  grower-processor  or  if 
you  purchase  your  raw  material  under 
“open”  price  or  deferred  payment  con¬ 
tracts  which  relate  the  price  you  pay  to 


facts  not  ascertainable  at  the  time  or 
pricing,  and  (b)  if  you  cannot  deter¬ 
mine  your  raw  material  permitted  cost 
increase  under  section  2  (c)  of  this  reg¬ 
ulation,  at  the  time  of  computing  your 
ceiling  prices,  because  in  1950  or  in  1951 
you  did  not  purchase  any  of  the  kind  of 
raw  material  at  firm  prices  from  inde¬ 
pendent  producers  wholly  unaffiliated 
with  you,  you  shall  first  determine  your 
“base  price”  and  “adjusted  base  price” 
per  dozen  containers  under  section  2 
of  this  regulation.  Second,  you  shall,  to 
determine  your  raw  material  permitted 
cost  increase  per  ton,  use  the  raw  ma¬ 
terial  permitted  cost  increase  per  ton 
of  the  canner  located  nearest  you  in 
the  same  raw  material  area  as  defined 
in  section  2  (c)  who  receives  deliveries 
of  a  like  quality  of  the  material  in  the 
same  quantity  units  (tons,  carloads,  etc.) 
at  firm  prices.  You  shall,  however,  con¬ 
vert  the  raw  material  cost  increase  to 
pe.’  dozen  containers  of  the  finished 
product  on  the  basis  of  your  own  average 
unit  yields  for  the  three  preceding  years 
(or  such  of  them  in  which  you  packed 
the  item),  and  by  adjusting  for  grade 
yield  distribution  according  to  your  cus¬ 
tomary  practice  during  such  period. 

Sec.  4.  Ceiling  prices  and  raw  mate¬ 
rial  cost  increases  for  grower-owned  co¬ 
operatives — (a)  Extent  of  increase.  If 
you  are  (Da  grower-owned  cooperative, 
and  (2)  if  you  cannot  determine  your 
raw  material  permitted  cost  increase  un¬ 
der  section  2  (c)  of  this  regulation  at 
the  time  of  computing  your  ceiling  price 
because  you  did  not  purchase  any  raw 
material  for  the  product  in  1950  or  1951 
from  independent  growers  wholly  unaf¬ 
filiated  with  you,  you  shall  first  deter¬ 
mine  your  “base  price”  and  your  “ad¬ 
justed  base  price”  per  dozen  containers 
under  section  2  of  this  regulation.  Sec¬ 
ond,  you  obtain  your  raw  material  per¬ 
mitted  cost  increase  per  ton  by  taking 
an  amount  up  to  but  not  in  excess  of 
the  higher  of  either  the  dollar  maximum 
increase  permitted  by  Table  II  in  section 
2  (c)  of  this  regulation,  or  the  figure 
obtained  by  multiplying  the  amount  you 
returned  in  1950  to  growers  of  the  same 
material  by  the  percentage  maximum 
raw  material  permitted  cost  increase  in 
that  table.  Then  you  convert  the  per¬ 
mitted  raw  material  increase  per  ton  to 
per  dozen  containers  in  accordance  with 
section  2  (c)  (2)  of  this  regulation.  You 
then  add  this  increase  to  your  “adjusted 
base  price”  to  obtain  your  ceiling  price 
f.  o.  b.  factory  per  dozen  containers. 

(b)  Required  pass-back  to  growers. 
This  permitted  increase  for  raw  material 
cost  may  be  taken  only  if  you  pass  back 
the  entire  increase  to  growers.  The 
amount  you  must  pass  back  to  growers 
shall  be  computed  as  follows: 

(1)  Compute  the  full  amount  per  ton 
paid  to  the  grower  in  1950,  including  the 
amount  for  the  same  raw  material. 

(2)  Add  to  this  amount  the  per  ton 
increase  computed  in  accordance  with 
paragraph  (a)  of  this  section. 

(3)  Divide  this  total  by  the  number 
of  dozen  containers  produced  per  ton  of 
raw  material.  This  is  your  raw  mate¬ 
rial  cost  per  dozen  containers. 

(4)  Multiply  the  raw  material  cost  per 
dozen  containers  by  the  number  of  dozen 
containers  sold  during  the  accounting 


Table  II— Maximum  Permitted  Increases  in  Raw  Material  Cost 


Maximum 
IH-miitted 
incri'oses 
in  dollars 
jier  ton 

Maximum 
jicrinitted 
increases  in 
percentape  of 
lO.V)  weighted 
avcTage  raw 
material  cost 

No  increase 
$1.70 

I. '^.  M 
12. 00 

:i.  20 
3.  (HI 

II. 30 
20.  (XI 
2S.  40 

No  increase 

3 

69 

16 

4 

3 

'  23 

29 
35 

14.40 

16 

31.00 

29 

12.00 

1.5 

20 

Raw  inate|ial 


Asparagus. 
Spinach _ 


(ircon  hoans. 


Vojotable  preens 
tliaii  spinacli). 


(oilier 


Area 


.\11  areas . . . . 

Texas . . . 

California . I. "Ill”””” 

Virpinia,  Maryland . ”11” 

Arkansas,  Oklahoma . 

New  .lersey . ”” 

All  other  Slates . . 

Floriila . 

South  Carolina,  Georpia,  other  than  Fannin,  Cnion, 
Towns,  Rabun,  Lumpkin,  White  and  Habersham 
counties;  Alabama,  M i.ssissippi,  Louisiana. 
Arkansas,  Oklahoma,  Mis.souri,  Tenne.ssee,  other 
than  Marion,  Grundy,  Warren,  DeKalb,  Put¬ 
nam,  Overton  and  Clay  counties  and  all  counties 
east  thereof  in  Tenne.ssee. 

Marion,  Grundy,  Warren,  DeKalb,  Putnam,  Over- 
ton  and  Clay  counties  and  all  counties  ea.st  thereof 
in  Tennessee:  and  Fannin,  Union,  Towns,  Rabun, 
Lumpkin,  White  and  llavcrsham  comities  in 
Georgia. 

Tc.vas . 
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period.  The  result  is  the  total  amount 
which  must  be  paid  to  the  grower  includ¬ 
ing  the  amount  to  be  passed  back.  The 
amount  passed  back  must  be  paid  within 
30  days  after  the  end  of  your  normal  ac¬ 
counting  period. 

(c)  Reports  required  under  this  sec¬ 
tion.  If  you  determine  your  raw  ma¬ 
terial  permitted  cost  increases  under 
paragraph  (a)  of  this  section,  you  shall 
mail  to  the  OfiBce  of  Price  Stabilization, 
Washington  25,  D.  C.,  not  less  than  30 
nor  more  than  60  days  after  the  end  of 
each  normal  accounting  period,  a  report 
by  registered  mail  giving  all  of  the  com¬ 
putations  required  by  paragraph  (b)  of 
this  section. 

Sec.  5.  Ceiling  prices  for  canners  who 
did  not  sell  the  item  during  the  base 
period,  but  who  sold  other  items  of  the 
product  during  that  period — (a)  Ceil¬ 
ing  prices  for  products  in  new  container 
types  or  sizes.  (1)  If  you  sold  the  same 
product  (that  is,  the  same  kind,  variety, 
grade,  style  of  pack,  size  or  sieve  size) 
during  the  base  period,  but  only  in  other 
container  types  or  sizes,  you  shall  de¬ 
termine  the  most  similar  container  type 
for  which  you  are  able  to  figure  a  ceil¬ 
ing  price  for  that  product  under  section 
2,  3,  or  4  of  this  regulation  even  though 
you  no  longer  sell  that  container  type. 
From  that  container  type  you  shall 
chocse  the  nearest  size  which  is  not  more 
than  50  percent  larger  or  not  more  than 
50  percent  smaller  than  the  new  size. 
This  will  be  the  base  container. 

In  most  cases,  “the  most  similar  con¬ 
tainer  type”  w'ill  be  merely  the  container 
type  which  you  are  adding  to  or  replac¬ 
ing,  like  the  tin  which  you  may  be  re¬ 
placing  with  glass.  Where  there  has 
been  only  a  size  change,  “the  most  simi¬ 
lar  container  type”  will,  of  course,  be 
the  same  container  type.  This  is  also 
true  in  the  reverse  situation:  Where  there 
has  been  a  change  only  in  container 
type,  the  “nearest  size”  will  be  the  same 
size. 

( 2 )  You  shall  take  as  your  “base  price” 
your  f.  o.  b.  factory  ceiling  price  per 
dozen  containers  for  the  product  when 
packed  in  the  base  container. 

(3)  You  shall  subtract  from  the  “base 
price”  f.  o.  b.  factory  the  direct  cost  per 
dozen  of  the  base  container.  “Direct 
cost”  means  the  actual  net  cost  at  the 
canner’s  factory  of  containers,  caps, 
labels  and  proportionate  part  of  the  out¬ 
going  shipping  carton,  but  it  does  not 
include  cost  of  filling,  closing,  labeling 
or  packing. 

(4)  The  figure  obtained  by  this  de¬ 
duction  shall  then  be  adjusted  by  weight 
in  the  case  of  a  container  size  change, 
by  dividing  it  by  the  number  of  units  of 
weight  in  the  base  container  and  multi¬ 
plying  the  result  by  the  number  of  the 
same  units  of  w’eight  in  the  new  con¬ 
tainer.  In  figuring  content  of  container, 
label  weight  and  not  actual  fill  shall  be 
controlling. 

(5)  Next,  you  shall  add  to  the  adjusted 
figure  the  unit  “direct  cost”  per  dozen 
containers  in  the  new  container  type  or 
size  computed  on  the  basis  of  the  actual 
net  average  cost  of  all  purchases  of  such 
containers  for  the  item  from  January  1, 
1951,  to  the  date  of  computation.  The 
resulting  figure  is  your  ceiling  price 


f.  0.  b.  factory  for  the  product  in  the  . 
new  container  type  or  size. 

(b)  Items  which  differ  only  in  grade. 

If  you  are  unable  to  figure  a  ceiling 
price  for  an  item  of  a  particular  grade 
.of  a  product  under  section  2  of  this  reg¬ 
ulation.  (e.  g.,  no  base  period  sales  of  the 
item),  but  you  are  able  to  figure  ceiling 
prices  for  three  other  items  of  the  same 
product,  as  described  below,  you  shall 
compute  your  price  by  a  mathematical 
comparison  of  the  ceiling  prices  of  these 
three  other  items.  Of  these  compari¬ 
son  items,  one  shall  differ  only  in  grade 
from  the  item  being  priced  and  is  called 
comparison  item  “A”  in  the  following 
example.  The  second  comparison  item, 
called  comparison  item  “B,”  shall  differ 
only  in  container  size  from  the  item  be¬ 
ing  priced.  The  third  comparison  item, 
called  comparison  item  “C,”  shall  differ 
both  in  grade  and  container  size  from  the 
item  being  priced,  and  shall  differ  from 
the  first  comparison  item  “A”  only  as  to 
container  size  and  shall  differ  from  the 
second  comparison  item  “B”  only  as  to 
grade.  You  shall  then  divide  the  ceiling 
price  of  item  “B”  by  the  ceiling  price  of 
item  “C,”  and  multiply  the  resulting  fig¬ 
ure  by  the  ceiling  price  for  item  “A.” 
The  figuie  resulting  from  this  calcula¬ 
tion  is  your  ceiling  price  f.  o.  b.  factory 
for  the  item  being  priced. 

Example  “X”  is  the  ceiling  needed  for 
item  being  priced,  a;  2  can  fancy  spinach. 
“A”  is  #2  can  standard  spinach  with  ceiling 
of  $1.50.  “B”  is  —  2Va  can  fancy  spinach 

with  ceiling  of  $2.00.  “C”  is  ^21/2  can 

standard  spinach  with  ceiling  of  $1.80. 

($2.00 -^$1.80=  1.111;  1.111  X  $1.50  =  1.67) 

$1.67  is  the  ceiling  price  for  “X,”  #2  can 
fancy  spinach,  the  item  being  priced. 

(c)  Items  which  differ  only  in  size  or 
sieve  size  of  content.  If  you  are  unable 
to  figure  a  ceiling  price  for  a  particular 
size  of  vegetable  or  sieve  size  of  a  product 
under  section  2  of  this  regulation,  (e.  g., 
no  base  period  sales  of  the  item) ,  but  you 
are  able  to  figure  ceiling  prices  for  three 
other  items  of  the  same  product,  as  de¬ 
scribed  below%  you  shall  compute  your 
price  by  a  mathematical  comparison  of 
the  ceiling  prices  of  these  other  items. 
(In  this  explanation  size  of  vegetable  in¬ 
cludes  sieve  size.)  Of  these  comparison 
items,  one  shall  differ  only  in  size  of  veg¬ 
etable  from  the  item  being  priced  and  is 
called  comparison  item  “A.”  The  sec¬ 
ond  comparison  item,  called  comparison 
item  “B,”  shall  differ  only  in  container 
size  from  the  item  being  priced.  The 
third  comparison  item,  called  comparison 
item  “C,”  shall  differ  both  in  container 
size  and  in  size  of  vegetable  from  the 
item  being  priced,  and  shall  differ  from 
the  first  comparison  item  “A”  only  in 
container  size,  and  shall  differ  from  the 
second  comparison  item  “B”  only  as  to 
size  of  vegetable.  You  shall  then  divide 
the  ceiling  price  of  item  “B”  by  the  ceil¬ 
ing  price  of  item  “C”  and  multiply  the 
resulting  figure  by  the  ceiling  price  for 
item  “A.”  The  figure  resulting  from  this 
calculation  is  your  ceiling  price,  f.  0.  b. 
factory,  for  the  item  being  priced. 

Sec.  6.  Ceiling  prices  for  canners  who 
are  unable  to  figure  their  ceiling  prices 
under  sections  2,  3,  4  or  5  of  this  regula¬ 
tion.  (a)  If  you  are  unable  to  figure 


your  ceiling  price  for  an  item  under  sec¬ 
tions  2,  3,  4  or  5  of  this  regulation,  you 
shall  use  as  your  ceiling  price  for  that 
item  the  simple  average  of  the  ceiling 
prices,  for  the  same  item,  of  the  three 
canners  located  nearest  your  factory  in 
the  same  pricing  area  as  defined  in  sec¬ 
tion  2  (a)  (3)  of  this  regulation.  If 
you  are  unable  to  secure  the  ceiling 
prices  of  the  three  canners  located  near¬ 
est  you,  you  shall  apply  to  the  Office  of 
Price  Stabilization,  Washington,  D.  C., 
for  an  individual  authorization  of  a 
ceiling  price  in  accordance  with  section 
7  of  this  regulation. 

(b)  If  you  believe  that  the  ceiling  price 
obtained  by  using  the  average  of  the 
three  canners  located  nearest  you  is  not 
representative  of  the  competitive  price 
level  at  which  you  have  customarily  sold 
your  products  in  relation  to  their  prod¬ 
ucts,  or  if  you  use  merchandising  meth¬ 
ods  in  their  sale  and  distribution  differ¬ 
ent  from  those  of  such  canners,  you  may 
apply  to  the  Office  of  Price  Stabilization 
for  a  ceiling  price.  In  filing  an  applica¬ 
tion  under  this  section,  you  shall  submit 
your  selling  prices  for  the  years  1948, 1949 
and  1950  (or  such  of  these  years  as  avail¬ 
able),  of  all  items  of  the  same  or  most 
closely  comparable  product,  and  prices 
(if  available)  of  the  three  canners  whose 
ceilings  you  are  using  for  the  same  years 
covering  the  same  or  comparable  prod¬ 
uct. 

SEC.  7.  Individual  authorization  of 
ceiling  prices.  If  you  cannot  determine 
your  ceiling  price  for  an  item  under  any 
of  the  foregoing  pricing  methods  of  this 
regulation  you  shall,  before  delivering 
the  item  to  any  purchaser,  apply  to  the 
Office  of  Price  Stabilization,  Washington 
25,  D.  C.,  for  a  ceiling  price  for  each  fac¬ 
tory  or  group  of  factories  at  which  you 
process  the  item. 

(a)  Information  that  must  be  given  in 
all  cases.  In  all  such  cases,  you  shall 
submit,  if  available,  the  following  infor¬ 
mation  in  your  application: 

(1)  A  description  in  detail  of  the  item 
for  which  a  ceiling  price  is  sought,  in¬ 
cluding  its  grade,  and  brand  name  (if 
any)  to  be  used,  a  statement  of  the  facts 
that  make  it  different  from  the  most 
similar  item  for  which  you  have  deter¬ 
mined  a  ceiling  price,  identifying  the 
similar  item  and  stating  its  ceiling  price, 
and  a  statement  giving  the  reasons  why 
a  ceiling  price  cannot  be  established 
under  the  pricing  methods  of  this  regu¬ 
lation.  The  statement  should  indicate 
whether  sales  of  the  item  have  previously 
been  made  and,  if  so,  whether  a  ceiling 
price  was  established  under  the  General 
Ceiling  Price  Regulation  and,  if  so,  the 
ceiling  price  so  established  for  each  class 
of  purchaser  and  the  section  of  that 
regulation  under  which  established. 

(2)  The  1950  and  1951  weighted  aver¬ 
age  raw  material  cost  per  ton  or  other 
unit  figured  in  the  manner  and  subject 
to  the  limitations  set  forth  in  section 
(2)  (c)  of  this  regulation  and  a  state¬ 
ment  showing  your  current  case  (unit) 
yield. 

(3)  The  ceiling  price  proposed  for  the 
Item,  Indicating  whether  it  is  for  sale 
to  wholesalers,  retailers,  consumers,  or' 
other  classes  of  purchasers,  and  any 
discounts,  or  allowances  that  should  be 
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applicable  to  the  proposed  prjce  and  a 
list  of  your  customary  discounts,  trans¬ 
portation  and  other  allowances  and  price 
differentials. 

(4)  The  volume  of  the  item  which  you 
have  on  hand  and  which  you  expect  to 
produce  during  the  remainder  of  the 
pack  year. 

(b)  Supplementary  information  must 
be  given  if  specifically  requested.  You 
shall  mail  to  the  Office  of  Price  Stabili¬ 
zation  within  30  days  after  receipt  of 
its  request  such  additional  information 
as  shall  be  requested.  If  you  fail,  with¬ 
out  reasonable  explanation,  to  submit  all 
additional  information  that  may  have 
been  requested  within  30  days  after  the 
request  is  mailed,  your  application  shall 
be  considered  withdraw  n  and  the  docket 
closed.  Unless  the  application  is  refiled, 
the  docket  will  not  be  reopened  upon 
later  receipt  of  this  information,  and 
further  consideration  by  the  Office  of 
Price  Stabilization  w’ill  not  be  given. 

(c)  Disposition  of  application.  Upon 
receipt  of  the  application,  the  Office  of 
Price  Stabilization  will  authorize  a  ceil¬ 
ing  price,  or  a  method  for  determining 
the  ceiling  price,  for  the  applicant  or 
for  sellers  of  the  item  generally,  includ¬ 
ing  purchasers  for  resale  or  a  class  of 
such  resellers.  The  ceiling  price  author- 

.  ized  shall  be  one  that  bears  a  proper 
relationship  to  those  for  comparable 
commodities  and  sellers. 

A  proposed  price  shall  be  considered 
authorized  30  days  after  the  application 
(or  all  additional  information  that  may 
have  been  requested)  is  mailed  unless 
within  that  time,  the  applicant  has  re¬ 
ceived  from  the  Office  of  Price  Stabili¬ 
zation  a  notice  to  the  contrary. 

(d)  Delivery  before  authorization  of 
ceiling  prices.  After  filing  the  applica¬ 
tion,  you  may  deliver  the  item,  but  you 
may  not  receive  payment  for  it  until  a 
ceiling  price  is  authorized. 

(e)  Failure  to  apply  when  required. 
If  you  fail  to  apply  for  a  ceiling  price 
under  this  section  when  required  to  do 
so,  the  Office  of  Price  Stabilization  may 
authorize  a  ceiling  price  for  your  sales 
of  the  item  bearing  a  proper  relationship 
to  those  for  comparable  commodities  and 
sellers.  This  will  not  relieve  you  of  your 
obligation  to  comply  with  this  section 
or  with  any  other  provision  of  this  regu¬ 
lation,  nor  will  it  relieve  you  of  any  pen¬ 
alty  for  failure  to  do  so. 

(f)  Revision  of  prices  by  the  Office  of 
Price  Stabilizatioji.  Any  ceiling  price 
established  under  this  section  shall  be 
subject  to  revision  at  any  time  by  the 
Office  of  Price  Stabilization. 

Sec.  8.  Uniform  f.  o.  b.  factory  prices 
for  factories  in  different  pricing  areas. 

(a)  If  you  process  the  item  being  priced 
at  more  than  one  factory  and  if  your 
ceiling  prices  for  the  item  vary  by  fac¬ 
tories  located  in  different  pricing  areas, 
you  may,  for  those  areas  in  w’hich  you 
had  uniform  prices  in  effect  during  1950, 
establish  a  uniform  ceiling  price  for  the 
item  for  any  group  of  factories  in  those 
areas  by  figuring  a  weighted  average  of 
their  separate  ceiling  prices. 

(b)  For  any  two  or  more  factories 
selected  by  you,  the  “weighted  average 
ceiling  price’’  shall  be  figured  by  you  as 
follows : 


(1)  You  shall  (i)  determine  the  total 
estimated  receipts  which  would  have 
been  obtained  if  your  total  production 
of  the  item  at  those  factories  during  1950 
had  been  sold  at  the  separate  ceiling 
prices  otherwise  determined  under  this 
regulation  and.  (ii)  divide  that  figure  by 
the  total  number  of  dozens  of  the  item 
included  in  that  total  production.  The 
result  is  your  uniform  f.  o.  b.  factory 
price. 

(c)  If  you  at  any  time  recalculate  your 
ceiling  prices  for  an  item  under  the  pro¬ 
visions  of  section  2  of  this  regulation, 
you  shall  at  that  time  refigure  your 
w'eighted  average  ceiling  price  under  this 
section. 

Sec.  9.  Delivered  prices.  If  you  regu¬ 
larly  sold  the  item  being  priced  to  a  pur¬ 
chaser  on  a  delivered  basis  during  the 
base  period,  you  may  figure  a  delivered 
ceiling  price  by  adding  to  the  ceiling 
price  for  the  item  f.  o.  b.  factory,  the 
amount  of  the  current  transportation 
charges  per  sales  unit  of  that  item. 

Sec.  10.  Uniform  delivered  pricing  by 
zones  or  areas — (a)  Sellers  who  sold 
during  the  base  period  on  a  uniform 
delivered  price  by  zones  or  areas — (1) 
For  one  factory.  If  you  sold  or  delivered 
an  item  covered  by  this  regulation  dur¬ 
ing  1950  on  an  established  uniform  de¬ 
livered  price  basis  by  zones  or  areas,  you 
may  establish  a  delivered  ceiling  price 
for  the  same  zone  or  area  by  adding  to 
your  ceiling  price  f.  o.  b.  factory,  an 
average  transportation  charge,  figure(l 
on  the  same  basis  as  you  figured  such 
charge  during  1950,  but  at  current  trans¬ 
portation  rates.  If  you  desire  to  sell  an 
additional  item  not  sold  during  1950  on 
such  uniform  delivered  price  basis,  you 
may  establish  a  uniform  delivered  ceil¬ 
ing  price  for  the  same  zones  or  areas, 
by  adding  to  your  f.  o.  b.  factory  ceiling 
price  for  the  item,  transportation 
charges  w’hich  are  mathematically  pro¬ 
portional  by  shipping  weight  to  the 
charges  which  were  added  to  an  item  of 
the  nearest  shipping  weight  sold  on  a 
uniform  delivered  price  basis  in  1950. 

(2)  For  more  than  one  factory.  If  you 
sold  an  item  during  the  calendar  year 
1950  from  two  or  more  factories  on  an 
established  uniform  delivered  price  basis, 
by  zones  or  areas,  regardless  of  the  fac¬ 
tories  from  which  the  shipment  was 
made,  you  may  continue  such  practice 
for  the  same  zones  or  areas.  Your  uni¬ 
form  delivered  ceiling  price  for  the  item 
shall  be  the  w'eighted  average  of  the  de¬ 
livered  ceiling  prices,  as  figured  in  sub- 
paragraph  ( 1 )  of  this  paragraph,  for  the 
item  computed  on  the  basis  of  the*  pro¬ 
portion  of  sales  of  the  pack  of  the  item 
made  during  1950  from  each  of  your  re¬ 
spective  factories. 

Sec.  11.  Payment  of  brokers.  In  ac¬ 
cordance  with  trade  custom  every  brok¬ 
er  shall  be  considered  as  the  agent  of 
the  canner  and  not  the  agent  of  the  buy¬ 
er.  In  each  case,  the  amount  paid  by 
the  buyer  to  the  canner  plus  any  amount 
paid  for  brokerage  service  to  the  brok¬ 
er  shall  not  exceed  the  total  of  the  can- 
ner’s  ceiling  price  and  allow’able  trans¬ 
portation  costs  actually  paid  by  the  can¬ 
cer  or  by  the  broker. 

The  term  “broker”  includes  a  “finder.’* 


Sec.  12.  Special  packing  expenses  that 
may  be  reflected  in  ceiling  prices — (a) 
Conditions  under  which  special  packing 
expenses  may  be  reflected  in  ceiling 
prices.  Special  packing  expenses  to  meet 
special  written  requirements  of  the  buy¬ 
er  are  a  basis  for  increasing  ceiling 
prices  for  sales  of  canned  vegetables  if 
the  following  conditions  are  satisfied: 

(1)  The  canned  vegetables  must  be 
packed  in  a  manner,  package  or  contain¬ 
er  that  is  different  from  and  more  ex¬ 
pensive  than  standard  packing;  and 

(2)  The  canner  must  pack  the  goods 
for  sale  by  himself  and  not  for  another 
on  a  custom  or  “toll”  basis. 

(b)  Ceiling  prices  for  sales  that  meet 
the  conditions  of  paragraph  (a).  For 
any  sale  that  satisfies  the  requirements 
of  paragraph  (a)  of  this  section,  your 
ceiling  price  as  otherwise  determined 
under  this  regulation  may  be  increased 
by  the  following  amount: 

(1)  The  additional  cost  of  packing  ac¬ 
cording  to  the  specifications  of  the  buyer 
in  excess  of  the  cost  of  standard  packing, 
if  the  canner  packs  the  commodity  him¬ 
self,  or 

(2)  The  additional  amount  actually 
paid  to  another  person  for  packing  ac¬ 
cording  to  specifications  of  the  buyer  in 
excess  of  the  cost  of  standard  packing, 
if  the  canner  does  not  pack  the  com¬ 
modity  himself. 

(c)  Invoice  and  record-keeping  re¬ 
quirements.  In  any  cases  where  your 
ceiling  price  is  increased  under  para¬ 
graph  (b)  of  this  section,  you  shall: 

(1)  Show  separately  the  amount  of 
the  increase  in  your  contract  of  sale  or  on 
your  invoice. 

(2)  In  addition  to  the  records  other¬ 
wise  specified  by  this  regulation,  prepare 
and  keep  for  inspection  by  the  Office  of 
Price  Stabilization,  for  tw^o  years,  from 
the  date  of  your  invoice  to  the  buyer, 
accurate  records  showing  the  cost  of 
standard  packing  and  the  cost  of  pack¬ 
ing  according  to  the  specifications  of  the 
buyer. 

(d)  Computation  of  costs.  Costs  must 
be  figured  according  to  your  established 
accounting  methods.  Appropriate  allow¬ 
ances  shall  be  made  for  any  materials 
salvaged  in  unpacking  and  repacking. 

(e)  Meaning  of  “packing”  and  “stand¬ 
ard  packing.”  “Packing”  means  the  pro¬ 
viding  of  wrappings,  inner  containers,  or 
outer  containers:  the  placing  of  commod¬ 
ities  in  such  wrappings  or  containers: 
the  application  of  any  special  coverings 
or  coatings;  and  any  unpacking  and  re¬ 
packing  necessary  to  conform  to  the 
specifications  of  the  buyer. 

“Standard  packing”  means  the  most 
expensive  packing  the  cost  of  w^hich  was 
included  in  figuring  the  ceiling  price  es¬ 
tablished  by  this  regulation. 

Sec.  13.  Units  of  sale  and  fractions  of 
a  cent,  (a)  Ceiling  prices  shall  be  stated 
in  terms  of  the  same  general  sales  units 
(like  dozens,  cases,  etc.)  in  which  you 
have  customarily  quoted  prices  for  the 
product.  Sales  in  units  other  than  those 
in  which  you  computed  your  ceiling  price 
shall  be  at  that  ceiling  price  adjusted 
for  the  number  of  containers  in  the  unit 
and  for  customary  discounts  and  differ¬ 
entials. 
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(b)  Amounts  computed  in  the  process 
of  figuring  a  ceiling  price  (other  than 
the  ceiling  price  itself)  shall  be  carried 
to  four  decimal  places  (hundredths  of  a 
cent).  If  any  figured  ceiling  price  in¬ 
cludes  a  fraction  of  a  cent,  you  shall 
adjust  the  ceiling  price  to  the  nearest 
cent  or  one-half  cent  in  accordance  with 
your  established  method  for  quoting  your 
sales  prices. 

Sec.  14.  Maintenance  of  customary 
discounts,  allowances  and  price  differ¬ 
entials.  You  shall  not  change  any  cus¬ 
tomary  allowance,  discount  or  other  price 
differential  (as  defined  in  section  26  of 
this  regulation)  to  a  purchaser  or  class 
of  purchasers,  if  the  change  results  in  a 
higher  price  to  that  purchaser  or  class. 
However,  this  provision  shall  not  require 
you  to  sell  any  item  unlabeled,  or  under 
a  buyer’s  label. 

Sec.  15.  Export  sales.  The  ceiling 
price  at  which  you  may  export  any  item 
covered  by  this  regulation  shall  be  de¬ 
termined  in  accordance  with  the  regu¬ 
lation  applicable  to  such  sales. 

Sec.  16.  Storage.  Storage  costs  in¬ 
curred  on  goods  owned  by  you  shall  not 
be  added.to  your  ceiling  prices.  Storage 
by  you  of  goods  owned  by  the  buyer  may 
be  charged  for  in  accordance  with  the 
ceiling  price  regulation  .  applicable  to 
such  services. 

Sec.  17.  Records  which  must  be  kept. 
If  you  make  sales  covered  by  this  regu¬ 
lation  you  shall  I 

(a)  Make  and  preserve  for  examina¬ 
tion  by  the  Office  of  Price  Stabilization, 
for  two  years  from  the  date  of  your  in¬ 
voice  to  the  buyer,  all  records  of  the 
same  kind  as  you  have  customarily  kept, 
relating  to  the  prices  which  you  charged 
for  those  sales,  and 

(b)  Preserve  for  examination  by  the 
Office  of  Price  Stabilization  for  as  long 
as  the  Defense  Production  Act  of  1950 
remains  in  effect,  and  for  two  years 
thereafter,  all  your  existing  records 
which  were  the  basis  of  figuring  your 
ceiling  prices  in  the  manner  directed  by 
this  regulation,  showing  the  method 
used  in  figuring  the  ceiling  prices. 

Sec,  18.  Reports  which  the  canner 
must  file,  (a)  If  you  make  sales  of  the 
canned  vegetables  covered  by  this  regu¬ 
lation,  you  shall  mail  to  the  Office  of 
Price  Stabilization,  Washington  25, 
D.  C.,  a  report,  signed  by  you,  for  each 
item  for  which  you  determine  a  ceiling 
price  under  this  regulation,  describing 
the  item,  naming  its  price  and  indicat¬ 
ing  the  section  of  the  regulation  under 
which  the  price  was  determined.  All 
items  of  a  particular  canned  vegetable 
priced  under  section  2  of  this  regulation 
shall  be  included  in  one  report,  or  a  sup¬ 
plemental  report  if  ceilings  for  some 
items  are  determined  at  a  later  date. 

(b)  If  you  determine  your  ceiling 
prices  under  the  provisions  of  section  5 
of  this  regulation,  you  shall  also  show 
the  item  or  items  used  in  figuring  the 
conversion  and  indicating  your  ceiling 
prices. 

(c)  If  you  determine  your  ceiling 
prices  by  using  a  raw  material  cost  in¬ 
crease  of  another  canner,  or  by  using 
an  average  of  ceiling  prices  of  three 


canners,  you  shall  also  furnish  the 
names,  addresses  and  ceiling  prices  of 
such  canners. 

(d)  If  you  have  figured  a  uniform 
ceiling  price  for  an  item  processed  at 
more  than  one  factory  in  the  same  pric¬ 
ing  area,  you  shall  also  furnish  the  ad¬ 
dresses  of  all  factories  to  which  such 
ceiling  price  applies.  If  you  have  figured 
a  uniform  f.  o,  b.  ceiling  price  for  an 
item  for  more  than  one  factory  under 
the  provisions  of  section  8  of  this  regu¬ 
lation,  you  shall  furnish  the  ceiling  prices 
for  the  item  of  each  individual  factory 
included  in  your  calculation,  the  weight¬ 
ed  average  ceiling  price  as  figured  under 
that  section,  and  the  addresses  of  all 
factories  to  which  the  weighted  average 
ceiling  price  is  applicable. 

(e)  The  reports  required  by  this  sec¬ 
tion  shall  be  mailed  to  the  Office  of 
Pi'ice  Stabilization,  Washington  25,  D.  C., 
within  10  days  after  the  ceiling  is  com¬ 
puted. 

Sec.  19.  Sales  slips  and  receipts.  If 
you  have  customarily  given  a  purchaser 
a  sales  slip,  invoice  or  similar  evidence 
of  purchase,  you  shall  continue  to  do  so. 
Upon  request,  you  shall,  regardless  of 
previous  custom,  give  the  puichaser  a 
receipt  showing  the  date,  your  name  and 
address,  the  name  and  quantity  of  each 
item  sold,  and  the  price  received  for  it. 

Sec.  20.  Transfers  of  business  or 
stock  in  trade.  If  the  business  assets  or 
stock  in  trade  of  a  canner  subject  to  this 
regulation  are  sold  or  otherwise  trans¬ 
ferred  to  you  on  or  after  May  31,  1951, 
and  you  carry  on  the  business,  or  con¬ 
tinue  to  deal  in  the  same  type  of  food 
product,  in  an  establishment  separate 
from  any  other  establishment  previously 
owned  or  operated  by  you,  your  ceiling 
prices  shall  be  the  same  as  those  to  which 
your  transferor  would  have  been  subject 
if  no  such  transfer  had  taken  place,  and 
your  obligation  to  keep  records  sufficient 
to  verify  such  prices  shall  be  the  same. 
The  transferor  shall  either  preserve  and 
make  available,  or  turn  over,  to  you  all 
records  of  transactions  prior  to  the  trans¬ 
fer  which  are  necessary  to  enable  you  to 
comply  wdth  the  record  provisions  of  this 
regulation. 

Sec.  21.  Adjustable  pricing.  You  may 
agree  to  sell  at  a  price  which  can  be 
increased  up  to  the  ceiling  price  in  effect 
at  the  time  of  delivery,  but  you  may  not, 
unless  authorized  by  the  Office  of  Price 
Stabilization,  deliver  or  agree  to  deliver 
at  prices  to  be  adjusted  upward  in  ac¬ 
cordance  with  action  taken  by  the  Office 
of  Price  Stabilization  after  delivery. 
Such  authorization  may  be  given  when 
a  request  for  a  change  in  the  applicable 
ceiling  price  is  pending,  but  only  if  the 
authorization  is  necessary  to  promote 
distribution  and  will  not  interfere  with 
the  purposes  of  the  Defense  Production 
Act  of  1950.  The  authorization  may  be 
given  by  the  Director  of  Price  Stabiliza¬ 
tion  or  by  any  official  of  the  Office  of 
Price  Stabilization  having  authority  to 
act  upon  a  pending  request  for  a  change 
in  price  or  to  give  the  authorization. 
The  authorization  will  be  given  by  order, 
except  that  it  may  be  given  by  letter  or 
telegram  when  the  contemplated  action 
is  the  authorization  of  an  individual 
ceiling  price. 


Sec.  22.  Treatment  of  taxes — (a) 
Taxes  in  effect  during  base  period.  If 
during  the  base  period,  you  separately 
stated  and  collected  any  excise  or  similar 
tax  you  may  continue  to  collect  the 
amount  of  any  such  tax  in  addition  to 
your  ceiling  price.  If  you  did  not  cus¬ 
tomarily  during  the  base  period  state 
and  collect  separately  from  the  purchase 
price,  the  amount  of  tax  paid  by  you, 
you  may  not  coUect  the  amount  of  such 
tax  in  addition  to  your  ceiling  price. 

(b)  Taxes  imposed  since  base  period. 
In  all  other  cases,  if  at  the  time  you 
determine  your  ceiling  price  the  statute 
or  ordinance  imposing  the  tax  does  not 
prohibit  you  from  stating  and  collecting 
the  tax  separately  from  the  purchase 
price,  you  may  collect  in  addition  to  your 
ceiling  price,  the  amount  of  the  tax  ac¬ 
tually  paid  by  you. 

In  every  case  when  the  tax  is  collected 
from  the  purchaser  the  amount  thereof 
shall  be  separately  stated. 

Sec.  23.  Compliance  with  this  regula¬ 
tion — (a)  No  selling  or  buying  above 
ceiling  prices.  Regardless  of  any  con¬ 
tract  or  obligation  no  person  shall  sell 
or  deliver  or,  in  the  course  of  trade,  buy 
or  receive  any  item  at  a  price  higher 
than  the  ceiling  price  established  by  this 
regulation.  However,  prices  lower  than 
the  ceiling  price  may  be  charged  and 
paid. 

(b)  Evasion.  No  person  shall  evade  a 
ceiling  price,  directly  or  indirectly, 
whether  by  commission,  service,  trans¬ 
portation,  or  other  charge  or  discount, 
premium,  or  other  privilege;  by  tie-in 
requirement  or  other  trade  understand¬ 
ing;  by  any  change  of  style  of  pack;  by 
a  business  practice  relating  to  grading, 
labeling  or  packaging,  or  in  any  other 
way. 

(c)  Enforcement.  Any  person  violat¬ 
ing  a  provision  of  this  regulation  is  sub¬ 
ject  to  the  criminal  penalties,  civil  en¬ 
forcement  actions,  and  suits  for  treble 
damages  provided  by  the  Defense  Pro¬ 
duction  Act  of  1950. 

Sec.  24.  Applications  for  adjustment 
by  canners  who  have  been  found  to  have 
violated  the  Robinson -Patman  Act.  (a) 
'The  Office  of  Price  Stabilization  may 
adjust  your  ceiling  price  established  by 
this  regulation  in  any  case  in  which  you 
show: 

( 1 )  That  you  have  been  found  by  the 
Federal  Trade  Commission,  or  any  court 
of  competent  jurisdiction,  to  have  dis¬ 
criminated  in  price  between  different 
purchasers  of  commodities  in  violation 
of  the  provisions  of  the  Robinson-Pat- 
man  Act  (49  Stat.  1526)  or  of  any  state 
statute  prohibiting  price  discrimina¬ 
tions  ;  and 

(2)  That  the  elimination  of  the  dis¬ 
crimination  by  lowering  your  price  to 
the  purchasers  against  whom  you  have 
been  found  to  have  discriminated  would 
cause  you  substantial  hardship ;  and 

(3)  That  the  elimination  of  the  dis¬ 
crimination  by  increasing  your  price  to 
the  purchasers  in  whose  favor  you  have 
been  found  to  have  discriminated  is  pro¬ 
hibited  by  this  regulation. 

(b)  Applications  for  adjustment  under 
this  provision  shall  be  mailed  to  the 
Office  of  Price  Stabilization,  Washing¬ 
ton  25,  D.  C.,  in  accordance  with  the  pro- 
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visions  of  Price  Procedural  Regulation 
No.  1  (16F.  R.  9055). 

Sec.  25.  Petitions  for  amendments, 
protests  and  interpretations.  Any  peti¬ 
tion  for  amendment,  protest,  or  request 
for  interpretation  of  this  regulation,  may 
be  filed  in  accordance  with  the  provi¬ 
sions  of  Price  Procedural  Regulation  1. 

Sec.  26.  Definitions.  When  used  in 
this  regulation  the  term: 

ia)  “Base  period”  means  the  period 
of  time  between  the  first  day  after  Jan¬ 
uary  1,  1950  that  the  canner  processed 
any  item  of  a  named  vegetable  and  June 
30,  1950. 

(b)  “Canner”  means  a  person  who 
preserves  vegetables  by  processing  by 
heat  and  hermetically  sealing  in  con¬ 
tainers  of  metal,  glass  or  any  other  ma¬ 
terial.  The  term  includes  a  person  who 
has  the  goods  custom  or  toll  packed  by 
another. 

(c)  “Customary  allowances,  discounts 
and  price  differentials”  means  those  dif¬ 
ferentials  for  cash  discount,  swell  allow¬ 
ance,  allowance  for  buyer’s  labels,  for 
unlabeled  goods,  for  differences  in  vol¬ 
ume  of  sale,  for  class  of  buyer,  or  for 
method  or  time  of  delivery  which  were 
customary  in  the  business  of  the  canner 
and  in  effect  prior  to  and  during  the  base 
period. 

(d)  “Grade”  means  the  commercial 
grade  or  customary  trade  quality  desig¬ 
nation  at  the  time  of  shipment.  Sub¬ 
grades  shall  not  constitute  separate 
grades.  However,  where  the  canner 
elects  to  use  U.  S.  Canned  Pood  Grades 
as  established  and  defined  by  the  United 
States  Department  of  Agriculture  and 
sells  the  item  under  any  such  grade  des¬ 
ignation,  the  term  “grade”  means  such 
grade  at  time  of  shipment. 

(e)  “Item”  means  a  kind,  variety, 
grade,  size  or  sieve  size,  style  of  pack, 
container  type  and  size,  of  a  product. 
However,  subgrades  of  the  same  quality 
designation  shall  not  constitute  separate 
items.  Brand  names  shall  not  in  them¬ 
selves  constitute  separate  items. 

(f )  “1951  spring  pack”  means  the  pack 
of  any  listed  vegetable  the  major  portion 
of  which  is  canned  between  January  1, 
1951  and  June  30,  1951.  As  to  spinach 
and  green  beans,  this  regulation  applies 
only  to  the  spring  pack. 

(g)  “Person”  means  an  individual, 
corporation,  partnership,  association,  or 
any  other  organized  group  of  persons, 
and  their  legal  successors  or  representa¬ 
tives.  The  term  includes  the  United 
States,  its  agencies,  other  governments, 
their  political  subdivisions  and  their 
agencies. 

(h)  “Product”  means  the  kind  of 
vegetable  covered  by  this  regulation,  such 
as  asparagus,  spinach,  etc. 

(i)  “Sales  at  retail”  means-  sales  to 
ultimate  consumers  other  than  commer¬ 
cial,  industrial  and  institutional  users. 

(j)  “Sales  at  wholesale”  means  sales 
with  respect  to  which  the  canner  has  per¬ 
formed  the  function  of  selling  as  a  whole¬ 
saler  to  retail  stores,  but  not  including 
sales  to  chain  store  buying  agencies  or 
associations  of  retail  store  buying  agen¬ 
cies  which  warehouse  the  product  prior 
to  distribution  to  the  individual  retail 
outlet. 


(k)  “Sales  units”  means  your  cus¬ 
tomary  sales  quantities  of  the  item,  such 
as  dozens,  cases,  etc. 

(l)  “Vegetable”  means  any  vegetable 
named  in  the  regulation  and  mixtures  of 
such  named  vegetables.  When  a  vege¬ 
table  is  so  specified,  its  puree  and  juice 
are  included. 

(m)  “You”  or  “Your”  means  any 
canner  whose  sales  are  covered  by  this 
regulation. 

Effective  date.  This  Ceiling  Price 
Regulation  No.  42  shall  become  effective 
May  31,  1951. 

Note;  The  record-keeping  and  reporting 
requirements  of  this  reguiation  have  been 
approved  by  the  Bureau  of  the  Budget  in 
accordance  with  the  Federal  Reports  Act  of 
1942. 

Edward  F.  Phelps,  Jr,, 
Acting  Director  of  Price  Stabilization. 

May  31,  1951. 

[P.  R.  Doc.  61-6417;  Piled,  May  31,  1951; 

9:30  a.  m.] 


[General  Ceiling  Price  Regulation,  Amend¬ 
ment  12] 

General  Ceiling  Price  Regulation 

EXEMPTION  OF  MISCELLANEOUS  POULTRY 
AND  RABBITS 

Pursuant  to  the  Defense  Production 
Act  of  1950  (Pub.  Law  774,  81st  Cong.), 
Executive  Order  10161  (15  F.  R.  6105) 
and  Economic  Stabilization  Agency 
Order  No.  2  (16  F.  R.  738),  this  amend¬ 
ment  to  the  General  Ceiling  Price  Regu¬ 
lation  (16  F.  R.  808)  is  hereby  issued. 

STATEMENT  OF_  CONSIDERATIONS 

This  amendment  to  the  General  Ceil¬ 
ing  Price  Regulation  exempts  geese, 
guineas,  squabs,  pigeons,  quail,  par¬ 
tridges,  pheasants,  rabbits,  and  hares 
from  the  ceiling  price  restrictions  im¬ 
posed  by  that  Regulation,  These  com¬ 
modities  are  exempted  because  they  are, 
for  the  most  part,  luxury  items  which 
have  an  insignificant  effect  on  the  cost  of 
living. 

The  combined  consumption  of  miscel¬ 
laneous  poultry  is  currently  estimated  at 
slightly  more  than  one-tenth  pound  per 
capita  per  year.  These  amounts  com¬ 
pare  with  1950  per  capita  consumption  of 
chickens  of  25.9  pounds,  and  turkeys  of 
4.9  pounds.  Because  of  the  limited  de¬ 
mand  for  the  poultry  covered  by  this 
amendment  and  because  these  items  are 
not  as  eflBcient  in  the  conversion  of  feed 
to  meat  as  commercial  broilers,  there  is 
little  likelihood  that  rapid  and  uneco¬ 
nomic  expansion  of  production  of  these 
items  will  result  from  their  exemption. 
Moreover,  prices  for  geese  and  rabbits 
normally  have  been  related  to  chicken 
and  turkey  prices.  Therefore,  the  limi¬ 
tations  imposed  on  prices  of  chickens 
and  turkeys  will  impose  a  restraint  on 
unreasonable  price  increases  for  geese 
and  rabbits.  Should  these  expectations 
not  materialize,  ceiling  prices  will  be 
promptly  imposed. 

Goose  feathers,  for  which  there  is  cur¬ 
rently  a  strong  demand,  are  important 
in  the  manufacture  of  items  essential  to 
the  defense  effort,  and,  therefore,  con¬ 


tinuation  of  price  control  over  such 
feathers  must  be  maintained.  As  a  re¬ 
sult,  the  exemptions  are  made  expressly 
inapplicable  to  goose  feathers. 

In  the  judgment  of  the  Director  of 
Price  Stabilization,  the  exemptions  pro¬ 
vided  for  by  this  amendment  will  not  im¬ 
pair  the  carrying  out  of  the  requirements 
of  the  Defense  Pi'oduction  Act  of  1950. 

AMENDATORY  PROVISIONS 

Section  14  (s)  of  the  General  Ceiling 
Price  Regulation  is  amended  by  the  ad¬ 
dition  of  the  following: 

(18)  All  domestically  produced  and 
imported  geese,  guineas,  squabs,  pigeons, 
quail,  partridges,  pheasants,  rabbits  and 
hares,  whether  in  processed  or  unproc¬ 
essed  form,  and  at  all  levels  of  purchase 
and  sale:  Provided,  That  the  feathers 
of  geese  are  not  covered  by  this  exemp¬ 
tion. 

(Sec.  704,  Pub.  Law  774,  81st  Cong.) 

Effective  date.  This  amendment  shall 
become  effective  June  5,  1951. 

Michael  V.  DiSalle, 
Director  of  Price  Stabilization. 

May  31.  1951. 

[F.  R.  Doc.  51-6418;  Filed,  May  31,  1951; 

9:30  a.  m.] 


(Celling  Price  Regulation  23,  Amendment  1] 
CPR  23 — Live  Cattle 
CHANGE  IN  EFFECTIVE  DATE 

Pursuant  to  the  Defense  Production 
Act  of  1950  (Pub.  Law  774,  81st  Cong.), 
Executive  Order  10161  (15  F.  R.  6105), 
and  Economic  Stabilization  Agency 
General  Order  2  (16  F.  R.  738)  this 
Amendment  1  to  Ceiling  Price  Regula¬ 
tion  23  is  hereby  issued. 

STATEMENT  OF  CONSIDERATIONS 

Ceiling  Price  Regulation  23  governs 
the  prices  which  slaughterers  may  pay 
on  the  average  for  cattle  slaughtered  by 
them  during  an  accounting  period.  It 
was  made  effective  for  all  accounting 
periods  beginning  on  or  after  May  20, 
1951. 

The  accounting  periods  of  some 
slaughterers  commence  on  or  shortly 
after  May  20,  1951,  while  the  accounting 
periods  of  other  slaughterers  commence 
as  much  as  two  weeks  after  that  date. 
As  a  result  some  slaughterers  have  been 
placed  in  a  position  where  their  cattle 
purchases  are  subject  to  the  provisions 
of  CPR  23  while  the  cattle  purchases  of 
many  of  their  competitors  are  not. 
Slaughterers  with  accounting  periods 
which  begin  early  have  been  placed 
at  a  disadvantage. 

To  avoid  inequities,  the  mandatory  ef¬ 
fective  date  of  this  regulation  has  been 
extended  to  June  4.  Where  a  slaugh¬ 
terer’s  accounting  period  has  commenced 
prior  to  June  4  the  regulation  is  appli¬ 
cable  to  that  fraction  of  the  accounting 
period  which  commences  on  June  4.  If 
the  fraction  of  an  accounting  period 
commencing  on  June  4  is  14  days  or  less, 
that  fraction  shall  be  added  to  the  next 
accounting  period  and  the  two  periods 
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shall  be  treated  as  one  accounting  period. 
If  the  fraction  of  an  accounting  period 
commencing  on  June  4  is  15  days  or 
more,  that  fraction  shall  be  treated  as 
a  full  accounting  period. 

The  disadvantage  of  using  fractional 
accounting  periods  is  recognized  but  it 
is  the  only  way  to  place  slaughterers  in 
a  fair  position  with  respect  to  each  other. 
If  any  slaughterers  desire  to  avoid  com¬ 
plicating  their  record  keeping  they  may 
comply  for  their  full  accounting  period 
beginning  prior  to  June  4. 

AMENDATORY  PROVISIONS 

Ceiling  Price  Regulation  23  is  amended 
as  follows: 

The  “effective  date”  paragraph  ap¬ 
pearing  immediately  after  section  11  is 
deleted  and  the  following  paragraph  is 
substituted : 

Effective  date.  This  regulation  shall 
be  effective  for  each  accounting  period 
commencing  on  or  after  June  4, 1951.  If 
a  slaughterer’s  accounting  period  has 
commenced  prior  to  June  4,  but  does  not 
terminate  until  June  18  or  later,  this 
regulation  shall  be  effective  for  that  part 
of  the  accounting  period  beginning  on 
June  4,  1951;  and  that  part  of  the  ac¬ 
counting  period  beginning  on  June  4, 
1951,  shall  be  treated  for  the  purposes  of 
this  regulation  as  though  it  were  a  full 
accounting  period.  If  a  slaughterer’s 
accounting  period  has  commenced  prior 
to  June  4  but  terminates  between  June 
4  and  June  17,  this  regulation  shall  be 
effective  for  the  period  between  June  4 
and  the  date  when  his  next  accounting 
period  terminates,  and  such  period  be¬ 
tween  June  4  and  the  date  of  termina¬ 
tion  of  the  next  accounting  period  shall 
be  treated  for  purposes  of  this  regulation 
as  though  it  were  a  single  accounting 
period.  However,  any  slaughterer  at  his 
option  may  comply  with  this  regulation 
for  his  full  accounting  period  commenc¬ 
ing  prior  to  June  4,  1951.  In  no  event 
shall  this  regulation  apply  to  purchases 
of  cattle  made  prior  to  April  30,  1951. 

Effective  date.  This  amendment  shall 
become  effective  on  May  31,  1951. 

Edward  P.  Phelps,  Jr. 

Acting  Director  of 
Price  Stabilization. 

May  31,  1951. 

[F.  R.  Doc.  51-6453;  Filed,  May  31,  1951; 

12:05  p.  m.] 


(General  Ceiling  Price  Regulation, 
Amendment  14] 

General  Ceiling  Price  Regulation 

EXEMPTION  OF  AGRICULTURAL  COMMODITIES 
SELLING  AT  PRICES  BELOW  LEGAL  MINIMA 

Pursuant  to  the  Defense  Production 
Act  of  1950  (Pub.  Law  774,  81st  Cong.), 
Executive  Order  10161  (15  P.  R.  6105), 
and  Economic  Stabilization  Agency  Gen¬ 
eral  Order  No.  2  (16  P.  R.  738)  this 
Amendment  14  to  General  Ceiling  Price 
Regulation  (16  F.  R.  808)  is  hereby  is¬ 
sued. 

STATEMENT  OF  CONSIDERATIONS 

*  i 

Amendment  13  to  the  General  Ceiling 
Price  Regulation  (GCPR)  inadvertently 


revised  the  provisions  of  section  14  (s), 
(1)  to  exempt  raw  agricultural  commod¬ 
ities  only  when  sold  by  the  producers 
thereof.  In  the  case  of  agricultural 
commodities  which  are  selling  at  prices 
below  the  legal  minima  prescribed  by 
the  Defense  Production  Act  and  are 
regularly  traded  on  commodity  ex¬ 
changes  such  a  provision  is  undesirable. 
Although  a  pass-through  is  permitted  on 
such  commodities  by  section  11,  it  is  im¬ 
practical  and  unworkable  for  those  who 
are  constantly  buying  and  selling  at  fluc¬ 
tuating  prices  without  chance  to  stop, 
after  each  transaction,  and  calculate  the 
amount  of  the  pass-through  to  which 
they  are  entitled.  Therefore,  the  Direc¬ 
tor  of  Price  Stabilization  has  found  that 
it  is  generally  fair  and  equitable,  and  is 
necessary  to  effectuate  the  purposes  of 
title  IV  of  the  Defense  Production  Act 
of  1950,  to  amend  section  14  (s)  (1)  so 
that  sales  on  commodity  exchanges  of 
raw  agricultural  commodities  selling  be¬ 
low  the  legal  minima  are  not  controlled. 
And,  along  with  that,  section  11  (b)  has 
been  amended  to  exempt  sales  on  com¬ 
modity  exchanges  from  the  requirement 
that  an  amount  of  the  product  a  seller 
has  on  hand  as  of  the  date  he  makes  a 
higher  priced  purchase  of  a  listed  agri¬ 
cultural  commodity  (or  product  proc¬ 
essed  therefrom)  must  first  be  sold  be¬ 
fore  he  can  increase  his  ceiling  price  to 
reflect  the  increased  cost  of  that  last 
purchase. 

AMENDATORY  PROVISIONS 

1.  Section  14  (s)  (1)  of  the  General 
Ceiling  Price  Regulation  is  amended  to 
read  as  follows: 

(1)  (i)  The  following  commodities 
only  v;hen  sold  by  the  producers  thereof : 
Eggs,  dry  edible  beans  and  peas,  and 
popcorn.  In  addition,  any  other  agri¬ 
cultural  commodity  in  its  raw  or  natural 
state,  or  if  the  commodity  is  not  custom¬ 
arily  sold  by  producers  generally  in  its 
raw  or  natural  state,  in  the  first  form 
or  state  beyond  the  raw  or  natural  state 
in  which  it  is  customarily  sold  by  pro¬ 
ducers  generally. 

(ii)  The  exemption  established  by  this 
subparagraph  (1)  shall  not  apply  to 
sales,  other  than  by  producers,  of  any 
agricultural  commodity  not  now  listed  in 
section  11  (a)  or  hereafter  deleted  by 
the  Director  of  Price  Stabilization  from 
the  section  11  (a)  list.  The  ceiling  price 
for  sales,  other  than  by  producers,  of  any 
commodity  hereafter  deleted  from  the 
section  11  (a)  list  shall,  after  such  dele¬ 
tion,  be  determined  under  the  provisions 
of  this  regulation,  except  that,  if  such 
ceiling  price  is  determined  under  section 
3,  the  “base  period”  shall  be  the  most 
recent  five -week  period  preceding  the 
date  the  Director  of  Price  Stabilization 
deletes  the  commodity  from  the  list. 
Such  ceiling  prices  shall  become  effective 
on  the  date  determined  by  the  Director. 

2.  The  paragraph  of  section  11  (b)  of 
the  General  Ceiling  Price  Regulation 
which  immediately  precedes  the  Ex¬ 
ample  is  amended  to  read  as  follows: 

You  may  not,  however,  after  May  30, 
1951,  put  the  ceiling  price  increase  into 
effect  unless  and  until  you  have  first 
sold  an  amount  of  your  product  at  least 


equal  to  the  quantity  of  finished  product 
owned  by  you  at  the  close  of  business  on 
the  day  you  otherwise  would  have  been 
entitled  to  put  that  ceiling  price  increase 
Into  effect  under  this  section,  except  that 
this  sentence  shall  not  apply  to  sales  on 
commodity  exchanges  (as  defined  in 
paragraph  (e)  of  this  section) . 

Effective  date.  This  amendment  shall 
become  effective  May  31,  1951. 

Edward  F.  Phelps,  Jr., 

Acting  Director  of 
Price  Stabilization. 

May  31,  1951. 

(F.  R.  Doc.  61-6452;  Filed.  May  31.  KSl; 

12:04  p.  m.) 


Chapter  VI — National  Production  Au¬ 
thority,  Department  of  Commerce 

[NPA  Order  M-47,  as  amended  April  24.  1951, 
Arndt.  2 1 

M-47 — Use  of  Iron  and  Steel 

This  amendment  to  NPA  Order  M-47 
is  found  necessary  and  appropriate  to 
promote  the  national  defense  and  is  is¬ 
sued  pursuant  to  the  Defense  Production 
Act  of  1950.'  In  the  formulation  of  this 
amendment,  there  has  been  consultation 
with  industry  representatives,  including 
trade  association  representatives,  and 
consideration  has  been  given  to  their 
recommendations. 

This  amendment  affects  list  A  of  NPA 
Order  M-47,  as  follows: 

The  text  of  item  1  of  group  II  is  hereby 
amended  to  read  as  follows: 

1.  Furniture  and  fixtures  such  as  desks 
(excluding  seats  and  desks  designed  for 
school  use),  bookcases,  shelving,  tables, 
stands,  booths,  filing  cabinets,  and  trans¬ 
fer  cases,  including  card  and  document 
cases, 

(Sec.  704,  Pub.  Law  774,  81st  Cong.) 

This  amendment  shall  take  effect  on 
May  29.  1951. 

National  Production 
Authority, 

Manly  Fleischmann, 

Administrator. 

(F.  R.  Doc.  51-6401;  Filed,  May  29,  1951; 
4:11  p.  m.] 


Chapter  XVIII  —  National  Shipping 
Authority,  Maritime  Administra¬ 
tion,  Department  of  Commerce 

[NS A  Order  7  (DRO-2)  ( 

DRO-2 — Rates  on  Coal  in  Bulk  Be¬ 
tween  Hampton  Roads,  Baltimore  or 
Philadelphia  and  Norway 

Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944. 

Actthority:  Sections  1  and  2  issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 

Section  1.  V/hat  this  order  does. 
This  order  hereby  authorizes  the  follow¬ 
ing  freight  rates  and  charter  termi  and 
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conditions  for  the  transportation  of  full 
cargoes  of  coal,  in  bulk,  under  “War- 
shipvoy”  form  of  charter  as  revised  Au¬ 
gust  15,  1944,  in  vessels  operated  for 
account  of  the  National  Shipping  Au¬ 
thority,  from  Hampton  Roads,  Balti¬ 
more  or  Philadelphia  to  a  port  of 
discharge  in  Norway,  effective  on  vessels 
commencing  to  load  on  and  after  June  1, 
1951. 

Sec.  2.  Freight  rates  and  charter 
terms  and  conditions  required  under 
“Warshipvoy”  form  of  charter  as  revised 
August  15, 1944, 

Rate:  $11.70  U.  S.  currency  per  ton  of 

2,240  pounds. 

Note:  Foregoing  rate  applies  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge  add  fifty  cents  (50  cents)  U.  S. 
currency  per  ton  for  each  such  additional 
port,  the  total  rate  thus  formed  to  apply  on 
the  entire  cargo.  Cargoes  for  more  than  one 
port  of  loading  or  discharge  shall  be  subject 
to  negotiation  and  mutual  agreement  be¬ 
tween  the  owners  and  the  charterers,  and  If 
the  vessel  Is  authorized  to  discharge  at  two  or 
three  ports,  such  ports  to  be  confined  to  one 
of  the  following  ranges: 

Bergen-Oslo  range. 

Bergen-Trondhelm  range. 

Trondhelm-Bodo  range. 

Bondo-Tromso  range. 

The  following  clauses  are  to  be  in¬ 
serted  in  paragraphs  E.  P,  G,  H,  and  I 
of  Part  I  of  “Warshipvoy” : 

E.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth,  Including,  if  applicable,  ad¬ 
ditions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  In  the  United  States 
on  bill -of -lading  quantity  and  to  be  consid¬ 
ered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ *  per  day  for  each  and 

every  day  or  pro  rata  for  part  of  a  day  for  all 
time  used  In  loading  or  discharging  in  excess 
of  allowed  laytime. 

Despatch:  Despatch  if  earned  at  loading  or 
discharging  port  will  be  payable  at  the  rate 
of  one-half  ( Vi )  the  demurrage  rate  per  day 
or  pro  rata  for  part  of  a  day  for  all  laytime 
saved  in  loading  or  discharging. 

F.  Stevedoring:  Loading  and  trimming  ex¬ 
penses  shall  be  for  vessel’s  account;  discharg¬ 
ing  expenses  shall  be  for  charterer’s  account. 

G.  Loading  time:  Loading  to  be  at  the 
rate  of  1.500  tons  per  day,  Sundays  and  holi¬ 
days  excepted  unless  used. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  1,200  tons  per  day, 
Sundays  and  holidays  excepted  unless  used. 
Time  lost  in  discharging  due  to  weather 
preventing  discharge  shall  not  count  as  lay- 
time. 

I.  Special  provisions: 

1.  Charterers  have  the  option  of  shipping 
not  more  than  250  tons  of  coke  at  the  same 
rate  of  freight  as  the  coal,  charterers  paying 
all  additional  expenses. 

2.  Any  lightening  required  to  enable  ves¬ 
sel  to  reach  her  destination  to  be  at  char¬ 
terer’s  risk  and  expense  and  time  occupied 
to  count  as  laytime. 

3.  General  average  clause:  Tlie  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21.  Part  II  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 


*  Insert  applicable  demurrage  rate,  1.  e., 
fifteen  hundred  dollars  ($1,500)  for  Liberty 
tyjje  vessels  and  eighteen  hundred  dollars 
($1,800)  lor  Victory  type  vessels. 


4.  Wherever  the  words  “United  States  Mar¬ 
itime  Commission"  appear  In’Part  II  here¬ 
of  same  shall  be  understood  to  mean  Na¬ 
tional  Shipping  Authority. 

5.  This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[SEAL]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

[F.  R.  Doc.  51-6321;  Filed,  May  31,  1951; 
8:48  a.  m.j 


[NS A  Order  8  (DRO-3)  ] 

DRO-3 — Rates  on  Coal  in  Bulk  Be¬ 
tween  Hampton  Roads,  Baltimore  or 

Philadelphia  and  Denmark 

Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944. 

AirrHORiTT:  Sections  1  and  2  issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does. 
This  order  hereby  authorizes  the  fol¬ 
lowing  freight  rates  and  charter  terms 
and  conditions  for  the  transportation  of 
full  cargoes  of  coal,  in  bulk,  under 
“Warshipvoy”  form  of  charter  as  re¬ 
vised  August  15,  1944,  in  vessels  operated 
for  account  of  the  National  Shipping  Au¬ 
thority,  from  Hampton  Roads,  Baltimore 
or  Philadelphia  to  a  port  of  discharge  in 
Denmark,  effective  on  vessels  commenc¬ 
ing  to  load  on  and  after  June  1,  1951. 

Sec.  2.  Freight  rates  and  charter 
terms  and  conditions  required  under 
“Warshipvoy”  form  of  charter  as  revised 
August  15,  1944. 

Rate:  $11.30  U.  S.  currency  per  ton  of 

2,240  pounds. 

Note:  Foregoing  rate  applies  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading 
or  discharge  add  fifty  cents  (50  cents)  U.  S. 
currency  per  ton  for  each  such  additional 
port,  the  total  rate  thus  formed  to  apply  on 
the  entire  cargo.  Cargoes  for  more  than  one 
port  of  loading  or  discharge  shall  be  subject 
to  negotiation  and  mutual  agreement  be¬ 
tween  the  owners  and  the  charterers. 

The  following  clauses  are  to  be  in¬ 
serted  in  paragraphs  E.  F,  G,  H,  and  I  of 
Part  I  of  “Warshipvoy”: 

E.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth,  including,  if  applicable,  ad¬ 
ditions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  bill-of-lading  quantity  and  to  be  consid¬ 
ered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ *  per  day  for  each 

and  every  day  or  pro  rata  for  part  of  a  day 
for  all  time  used  in  loading  or  discharging  in 
excess  of  allowed  laytime. 

Despatch:  Despatch  if  earned  at  loading 
or  discharging  port  w'ill  be  payable  at  the 
rate  of  one-half  ( V4 )  the  demurrage  rate 
per  day  or  pro  rata  for  part  of  a  day  for  all 
laytime  saved  in  loading  or  discharging. 

F.  Stevedoring:  Loading  and  trimming  ex¬ 
penses  shall  be  for  vessel’s  account;  discharg¬ 
ing  expenses  shall  be  for  charterer’s  account. 

G.  Loading  time:  Loading  to  be  at  the  rate 
of  1,500  tons  per  day,  Sundays  and  holidays 
excepted  unless  used. 


H.  THscharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  1,500  tons  per  day, 
Sundays  and  holidays  excepted  unless  used. 
Time  lost  in  discharging  due  to  weather  pre¬ 
venting  discharge  shall  not  count  as  lay- 
time. 

I.  Special  provisions: 

1.  Charterers  have  the  option  of  shipping 
not  more  than  250  tons  of  coke  at  the  same 
rate  of  freight  as  the  coal,  charterers  paying 
all  additional  expenses. 

2.  Any  lightening  required  to  enable  ves¬ 
sel  to  reach  her  destination  to  be  at  chart¬ 
erer’s  risk  and  expense  and  time  occupied 
to  count  as  laytime. 

3.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  II  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

4.  Wherever  the  words  “United  States 
Maritime  Commission”  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean 
National  Shipping  Authority. 

5.  This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[SEAL]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

[F.  R.  Doc.  51-6322;  Filed,  May  31,  1951; 

8:48  a.  m.] 


[NSA  Order  9  (DR04)  ] 

DRO-4 — Rates  on  Coal,  in  Bulk  Be¬ 
tween  Hampton  Roads,  Baltimore  or 

Philadelphia  and  Germany  (Exclud¬ 
ing  Baltic  Ports) 

Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944. 

Authority:  Sections  1  and  2  Issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does. 
This  order  hereby  authorizes  the  fol¬ 
lowing  freight  rates  and  charter  terms 
and  conditions  for  the  transportation  of 
full  cargoes  of  coal,  in  bulk,  under  “War¬ 
shipvoy”  form  of  charter  as  revised 
August  15,  1944,  in  vessels  operated  for 
account  of  the  National  Shipping  Au¬ 
thority,  from  Hampton  Roads,  Balti¬ 
more  or  Philadelphia  to  a  port  of  dis¬ 
charge  in  Germany  (excluding  ports  on 
the  Baltic  Sea),  effective  on  vessels 
commencing  to  load  on  and  after  June 
1,  1951. 

Sec.  2.  Freight  rates  and  charter 
terms  and  conditions  required  under 
“Warshipvoy'’  form  of  charter  as  re¬ 
vised  August  15,  1944. 

Rate:  $10.95  U.  S.  currency  per  ton  of 

2,240  pounds. 

Note:  Foregoing  rate  applies  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port:  for  more  than  one  port  of  loading  or 
discharge  add  fifty  cents  (50  cents)  U.  S. 
currency  per  ton  for  each  such  additional 
port,  the  total  rate  thus  formed  to  apply  on 
the  entire  cargo.  Cargoes  for  more  than 
one  port  of  loading  or  discharge  shall  be 
subject  to  negotiation  and  mutual  agreement 
between  the  owners  and  the  charterers. 

The  following  clauses  are  to  be  In¬ 
serted  in  paragraphs  E,  F,  G,  H,  and  I  of 
Part  I  of  “Warshipvoy”: 
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E.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth.  Including,  If  applicable, 
additions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  blll-of-lading  quantity  and  to  be  consid¬ 
ered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ *  per  day  for  each 

and  every  day  or  pro  rata  for  part  of  a  day 
for  all  time  used  in  loading  or  discharging 
In  excess  of  allowed  laytime. 

Despatch:  Despatch  if  earned  at  loading  or 
discharging  port  will  be  payable  at  the  rate 
of  one-half  ( V2 )  the  demurrage  rate  per  day 
or  pro  rata  for  part  of  a  day  for  all  laytime 
saved  in  loading  or  discharging. 

F.  Stevedoring:  Loading  and  trimming  ex¬ 
penses  shall  be  for  vessel’s  account;  discharg¬ 
ing  expenses  shall  be  for  charterer’s  account. 

G.  Loading  time:  Loading  to  be  at  the  rate 
of  1.500  tons  per  day,  Sundays  and  holidays 
excepted  unless  used. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  2,500  tons  per  day, 
Sundays  and  holidays  excepted  unless  used. 
Time  lost  in  discharging  due  to  weather 
preventing  discharge  shall  not  count  as  lay- 
time. 

I.  Special  provisions: 

1.  Charterers  have  the  option  of  shipping 
not  more  than  250  tons  of  coke  at  the  same 
rate  of  freight  as  the  coal,  charterers  paying 
all  additional  expenses. 

2.  Any  lightening  required  to  enable  ves¬ 
sel  to  reach  her  destination  to  be  at  char¬ 
terer’s  risk  and  expense  and  time  occupied  to 
count  as  la3d;lme. 

3.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  II  shall  be 
governed  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

4.  Wherever  the  words  “United  States 
Maritime  Commission’’  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean 
National  Shipping  Authority. 

6.  This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[seal]  Charles  F.  Brannan, 

Director, 

National  Shipping  Authority. 

[F.  R.  Doc.  51-6323;  Filed.  May  31,  1951; 
8:49  a.  m.] 


[NSA  Order  10  (DRO-5)  ] 

DRO-5 — Rates  on  Coal  in  Bulk  Be¬ 
tween  Hampton  Roads,  Baltimore,  or 
Philadelphia  and  the  Netherlands 

Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshipvoy’’ 
form  of  charter  as  revised  August  15, 
1944. 

Authority;  Sections  1  and  2  issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does.  This 
order  hereby  authorizes  the  following 
freight  rates  and  charter  terms  and  con¬ 
ditions  for  the  transportation  of  full 
cargoes  of  coal,  in  bulk,  under  “Warship- 


*  Insert  applicable  demurrage  rate,  1.  e., 
fifteen  hundred  dollars  ($1,500)  for  Liberty 
type  vessels  and  eighteen  hundred  dollars 
($1,800)  for  Victory  type  vessels. 
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voy”  form  of  charter  as  revised  August 
15,  1944,  in  vessels  operated  for  account 
of  the  National  Shipping  Authority,  from 
Hampton  Roads,  ^Itimore  or  Philadel¬ 
phia  to  a  port  of  discharge  in  the  Nether¬ 
lands,  effective  on  vessels  commencing 
to  load  on  and  after  June  1,  1951, 

Sec.  2.  Freight  rates  and  charter  terms 
and  conditions  required  under  "War~ 
shipvoy”  form  of  charter  as  revised  Au~ 
gust  15,  1944. 

Rate:  $10.50  U.  S,  currency  per  ton  of  2,240 
pounds. 

Note:  Foregoing  rate  applies  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge  add  fifty  cents  (50  cents)  U.  S. 
currency  per  ton  for  each  such  additional 
port,  the  total  rate  thus  formed  to  apply  on 
the  entire  cargo.  Cargoes  for  more  than  one 
port  of  loading  or  discharge  shall  be  subject 
to  negotiation  and  mutual  agreement  be¬ 
tween  the  owners  and  the  charterers. 

The  following  clauses  are  to  be  in¬ 
serted  in  paragraphs  E,  F,  G,  H,  and  I 
of  Part  I  of  “Warshipvoy”; 

E.  Freight  rate:  (Insert  applicable  rate 
as  above  set  forth.  Including,  if  applicable, 
additions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  blll-of- lading  quantity  and  to  be  con¬ 
sidered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ ‘  per  day  for  each 

and  every  day  or  pro  rata  for  part  of  a  day 
for  all  time  used  in  loading  or  discharging  in 
excess  of  allowed  laytime. 

Despatch:  Despatch  if  earned  at  loading 
or  discharging  port  will  be  payable  at  the 
rate  of  one-half  ( )  the  demurrage  rate 
per  day  or  pro  rata  fo  part  of  a  day  for  all 
lajrtime  saved  in  loading  or  discharging. 

F.  Stevedoring:  Loading  and  trimming  ex¬ 
penses  shall  be  for  vessel’s  account;  discharg¬ 
ing  expenses  shall  be  for  charterer’s  account. 

G.  Loading  time:  Loading  to  be  at  the 
rate  of  1,500  tons  per  day,  Sundays  and  hol¬ 
idays  excepted  unless  used. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  2,500  tons  per  day, 
Sundays  and  holidays  excepted  unless  used. 
Time  lost  in  discharging  due  to  weather  pre¬ 
venting  discharge  shall  not  count  as  laytime. 

I.  Special  provisions: 

1.  Charterers  have  the  option  of  shipping 
not  more  than  250  tons  of  coke  at  the  same 
rate  of  freight  as  the  coal,  charterers  paying 
all  additional  expenses. 

2.  Any  lightening  required  to  enable  vessel 
to  reach  her  destination  to  be  at  charterer’s 
risk  and  expense  and  time  occupied  to  count 
as  laytime. 

3.  General  average  clause:  ’Tlie  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  II,  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

4.  Wherever  the  words  “United  States 
Maritime  Commission’’  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean 
National  Shipping  Authority. 

5.  This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[seal]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

[F.  R.  Doc.  51-6324;  Filed,  May  31,  1951; 
8:49  a.  m.j 


[NSA  Order  No.  11  (DRO-6)  ] 

DRO-6 — Rates  on  Coal  in  Bulk  Be¬ 
tween  Hampton  Roads,  Baltimore  or 
Philadelphia  and  Belgium 

Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944. 

Authority:  Sections  1  and  2  Issued  under 
sec.  204,  49  Stat.  1967,  as  amended;  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does.  This 
order  hereby  authorizes  the  following 
freight  rates  and  charter  terms  and  con¬ 
ditions  for  the  transportation  of  full 
cargoes  of  coal,  in  bulk,  under  “War¬ 
shipvoy”  form  of  charter  as  revised 
August  15,  1944,  in  vessels  operated  for 
account  of  the  National  Shipping  Au¬ 
thority,  from  Hampton  Roads,  Balti¬ 
more  or  Philadelphia  to  a  port  of 
discharge  in  Belgium,  effective  on  vessels 
commencing  to  load  on  and  after  June 
1,  1951. 

Sec.  2.  Freight  rates  and  charter 
terms  and  conditions  required  under 
“Warshipvoy”  form  of  charter  as  re- 
vised  August  15,  1944. 

Rate:  $10.50  U.  S.  currency  per  ton  of 
2,240  pounds. 

Note:  Foregoing  rate  applies  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge  add  fifty  cents  (50  cents)  U.  S. 
currency  per  ton  for  each  such  additional 
port,  the  total  rate  thus  formed  to  apply  on 
the  entire  cargo.  Cargoes  for  more  than  one 
port  of  loading  or  discharge  shall  be  subject 
to  negotiation  and  mutual  agreement  be¬ 
tween  the  owners  and  the  charterers. 

The  following  clauses  are  to  be  in¬ 
serted  in  paragraphs  E,  F,  G,  E,  and  I  of 
Part  I  of  “Warshipvoy”; 

E.  Freight  rate:  (Insert  applicable  rates  as 
above  set  forth.  Including,  if  applicable,  ad¬ 
ditions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  bill-of-lading  quantity  and  to  be  consid¬ 
ered  due  and  payable  and  earned  on  the  cargo 
as  taken  aboard,  vessel  and/or  cargo  lost  or 
not  lost. 

Demurrage:  Charters  to  pay  demurrage  at 

the  rate  of  $ _ *  per  day  for  each  and 

every  day  or  pro  rata  for  part  of  a  day  for  all 
time  used  in  loading  or  discharging  in  excess 
of  allowed  laytime. 

Despatch:  Despatch  if  earned  at  loading  or 
discharging  port  will  be  payable  at  the  rate 
of  one-half  ( V2 )  the  demurrage  rate  per  day 
or  pro  rata  for  part  of  a  day  for  all  laytime 
saved  in  loading  or  discharging. 

F.  Stevedoring:  Loading  and  trimming  ex¬ 
penses  shall  be  for  vessel’s  account;  discharg¬ 
ing  expenses  shall  be  for  charterer’s  account. 

G.  Loading  time:  Loading  to  be  at  the  rate 
of  1,500  tons  per  day,  Sundays  and  holidays 
excepted  unless  used. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  2,500  tons  per  day, 
Sundays  and  holidays  excepted  unless  used. 
Time  lost  in  discharging  due  to  weather  pre¬ 
venting  discharge  shall  not  count  as  laytime. 

I.  Special  provisions: 

1.  Charterers  have  the  option  of  shipping 
not  more  than  250  tons  of  coke  at  the  same 
rate  of  freight  as  the  coal,  charterers  paying 
all  additional  expenses. 

2.  Any  lightening  required  to  enable  ves¬ 
sel  to  reach  her  destination  to  be  at  charter- 
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er’s  risk  and  expense  and  time  occupied  to 
count  as  laytime. 

3.  General  average  clause:  The  adjust¬ 
ment  and  settlement  of  general  average 
claims,  pursuant  to  Clause  21,  Part  II  shall 
be  governed  by  the  York-Antwerp  Rules  of 
1950,  exclusive  of  Rule  22. 

4.  Wherever  the  words  “United  States 
Maritime  Commission”  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean 
National  Shipping  Authority. 

5.  This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[seal]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

[F  R.  Doc.  61-6325;  Filed,  May  31.  1951; 

8:49  a.  m.] 


(NS A  Order  12  (DRO-7)] 

DRO-7 — Rates  on  Coal  in  Bulk  Be¬ 
tween  Hampton  Roads,  Baltimore  or 
Philadelphia  and  France 

Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshlpvoy” 
form  of  charter  as  revised  August  15, 
1944. 

Authority:  Sections  1  and  2  issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does.  This 
order  hereby  authorizes  the  following 
freight  rates  and  charter  terms  and  con¬ 
ditions  for  the  transportation  of  full 
cargoes  of  coal,  in  bulk,  under  “Warship- 
voy”  form  of  charter  as  revised  August 
16,  1944,  in  vessels  operated  for  account 
of  the  National  Shipping  Authority, 
from  Hampton  Roads,  Baltimore,  or 
Philadelphia  to  a  port  of  discharge  in 
Prance,  effective  on  vessels  commencing 
to  load  on  and  after  June  1,  1951. 

Sec.  2.  Freight  rates  and  charter 
terms  and  conditions  required  under 
*‘Warshipvoy"  form  of  charter  as  re- 
vised  August  15,  1944. 


(All  rates  in  U.  S.  currency  per  ton  of  2,240  pounds] 


To- 

Freight 
^  rate 

Discharge 

rate 

North  Franco: 

Lc  Havre,  Rouen,  Sf. 

Nataire  or  Brest _ 

f  10.  40 

2.000 

•  l.a  Palliee  or  Lorient . 

10.60 

1,700 

Cherhourp,  Bordeaux  or 

Nanti's . . . 

10.70 

L.VIO 

All  other  North  Fnuioc _ 

11.25 

1,000 

Eolith  France: 

Fort  de  Bouc  (^Tarontc) _ 

Marsi'illes  or  Toulon _ 

11. «) 
11.95 

l..’iO0 

1.300 

Sete _ 

12. 10 

1,200 

All  other  Soutli  France . 

13.25 

750 

Note  1:  The  rates  above  Include  a  supple¬ 
mental  factor  of  twenty-two  cents  (22  cents) 
per  ton  in  ports  where  droits  de  qual  are 
assessed. 

Note  2:  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge  add  fifty  cents  (50  cents)  .U.  S. 
currency  per  ton  for  each  such  additional 
port  to  the  highest  applicable  rate,  the  total 
rate  thus  formed  to  apply  on  the  entire 
cargo.  Cargoes  for  more  than  one  port  of 
loading  or  discharge  shall  be  subject  to  nego¬ 
tiation  and  mutual  agreement  between  the 
cwners  and  the  charterers. 


The  following  clauses  are  to  be  In¬ 
serted  in  paragraphs  E,  F,  G,  H,  and  I 
of  Part  I  of  “ Warshipvoy” : 

E.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth.  Including,  if  applicable,  addi¬ 
tions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  bill-of-lading  quantity  and  to  be  con¬ 
sidered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ *  per  day  for  each 

and  every  day  or  pro  rata  for  part  of  a  day 
for  all  time  used  in  loading  or  discharging 
in  excess  of  allowed  laytime. 

Despatch:  Despatch  if  earned  at  loading  or 
discharging  port  will  be  payable  at  the  rate 
of  one-half  ( )  the  demurrage  rate  per  day 
or  pro  rata  for  part  of  a  day  for  all  laytime 
saved  in  loading  or  discharging. 

F.  Stevedoring:  Loading  and  trimming  ex¬ 
penses  shall  be  for  vessel’s  account;  discharg¬ 
ing  expenses  shall  be  for  charterer’s  account. 

G.  Loading  time:  Loading  to  be  at  the  rate 
of  1,500  tons  per  day,  Sundays  and  holidays 
excepted  unless  used. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of _ *  tons  per  day, 

Sundays  and  holidays  excepted  unless  used. 
Time  lost  in  discharging  due  to  whether 
preventing  discharge  shall  not  count  as  lay- 
time. 

I.  Special  provisions: 

1.  Charterers  have  the  option  of  shipping 
not  more  than  250  tons  of  coke  at  the  same 
rate  of  freight  as  the  coal,  charterers  paying 
all  additional  expenses. 

2.  “Droits  de  Quai”,  to  the  extent  levied 
on  vessel’s  net  registered  tonnage  and  on 
cargo  tonnage  shall  be  for  account  of  the 
vessel. 

3.  Any  lightening  required  to  enable 
vessel  to  reach  her  destination  to  be  at 
charterer’s  risk  and  expense  and  time  oc¬ 
cupied  to  count  as  laytime. 

4.  General  average  clause:  ’The  adjust¬ 
ment  and  settlement  of  general  average 
claims,  pursuant  to  Clause  21,  Part  II  shall 
be  governed  by  the  York-Antwerp  Rules  of 
1950,  exclusive  of  Rule  22. 

5.  Wherever  the  words  “United  States 
Maritime  Commission”  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean 
National  Shipping  Authority. 

6.  This  contract  is  subject  to  the  approval 
of  the' National  Shipping  Authority. 

[seal]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

[F.  R.  Doc.  51-6326;  Piled,  May  31,  1951; 
8:49  a.  m.] 


(NSA  Order  13  (DRO-8)  ] 

DRO-8 — Rates  on  Coal  in  Bulk  Be¬ 
tween  Hampton  Roads,  Baltimore  or 
Philadelhia  and  Portugal 

Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944. 

Authority:  Sections  1  and  2  issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 


*  Insert  applicable  demurrage  rate,  1.  e., 
fifteen  hundred  dollars  ($1,500)  for  Liberty 
type  vesels  and  eighteen  hundred  dollars 
($1,800)  for  Victory  type  vessels. 

*  Insert  applicable  rate  of  discharge  as 
shown  hereinabove  under  caption  “Discharge 
rate.” 


SEC’noN  1.  What  this  order  does.  This 
order  hereby  authorizes  the  following 
freight  rates  and  charter  terms  and  con¬ 
ditions  for  the  transportation  of  full 
cargoes  of  coal,  in  bulk,  under  “Warship¬ 
voy”  form  of  charter  as  revised  August 
15,  1944  in  vessels  operated  for  account 
of  the  National  Shipping  Authority,  from 
Hampton  Roads,  Baltimore,  or  Phila¬ 
delphia  to  a  port  of  discharge  in  Portu¬ 
gal,  effective  on  vessels  commencing  to 
load  on  and  after  June  1, 1951. 

Sec.  2.  Freight  rates  and  charter 
terms  and  conditions  required  under 
“Warshipvoy”  form  of  charter  as  revised 
August  15,  1944. 

Rate:  $10.35  U.  S.  currency  per  ton  of  2,240 
pounds. 

Note:  Foregoing  rate  applies  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge  add  fifty  cents  (50  cents)  U.  S. 
currency  per  ton  for  each  such  additional 
port,  the  total  rate  thus  formed  to  apply  on 
the  entire  cargo.  Cargoes  for  more  than 
one  port  of  loading  or  discharge  shall  be 
subject  to  negotiation  and  mutual  agree¬ 
ment  between  the  owners  and  the  charterers. 

The  following  clauses  are  to  be  in¬ 
serted  in  paragraphs  E,  F,  G,  H,  and  I  of 
Part  I  of  “Warshipvoy”: 

E.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth,  including,  if  applicable,  ad¬ 
ditions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  bill-of-lading  quantity  and  to  be  consid¬ 
ered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ >  per  day  for  each  and 

every  day  or  pro  rata  for  part  of  a  day  for  all 
time  used  in  loading  or  discharging  in  excess 
of  allowed  laytime. 

Despatch:  Despatch  if  earned  at  loading 
or  discharging  port  will  be  payable  at  the 
rate  of  one-half  ( >4 )  the  demurrage  rate  per 
day  or  pro  rata  for  part  of  a  day  for  all  lay- 
time  saved  in  loading  or  discharging. 

F.  Stevedoring:  Loading  and  trimming  ex¬ 
penses  shall  be  for  vessel’s  account;  dis¬ 
charging  expenses  shall  be  for  charterer’s 
account. 

G.  Loading  time:  Loading  to  be  at  the  rate 
of  1,500  tons  per  day,  Sundays  and  holidays 
excepted  unless  used. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  1,000  tons  p>er  day, 
Sundays  and  holidays  excepted  unless  used. 
Time  lost  in  discharging  due  to  weather  pre¬ 
venting  discharge  shall  not  count  as  laytime. 

I.  Special  provisions: 

1.  Charterers  have  the  option  of  shipping 
not  more  than  250  tons  of  coke  at  the  same 
rate  of  freight  as  the  coal,  charterers  paying 
all  additional  expienses. 

2.  Any  lightening  required  to  enable  ves¬ 
sel  to  reach  her  destination  to  be  at  char¬ 
terer’s  risk  and  expense  and  time  occupied 
to  count  as  laytime. 

3.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  n,  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

4.  Wherever  the  words  “United  States  Mari¬ 
time  Commission”  appear  in  Part  II  hereof 
same  shall  be  understood  to  mean  National 
Shipping  Authority. 

5.  This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[SEAL]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

[F.  R.  Doc.  51-6327;  Filed,  May  31,  1951; 
8:49  a.  m.] 


Friday f  June  1,  1951 
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INSA  Order  14  (DRO-9)]  ^ 

DRO-9 — Rates  on  Coal  in  Bulk  Be¬ 
tween  Hampton  Roads,  Baltimore  or 
Philadelphia  and  French  North  Africa 
Sec. 

1.  What  this  order  does, 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshlpvoy” 
form  of  charter  as  revised  August  15, 
1944. 

Aothortty:  Sections  1  and  2  Issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does.  This 
order  hereby  authorizes  the  following 
freight  rates  and  charter  terms  and  con¬ 
ditions  for  the  transportation  of  full  car¬ 
goes  of  coal,  in  bulk,  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944  in  vessels  operated  for  account  of 
the  National  Shipping  Authority,  from 
Hampton  Roads,  Baltimore  or  Philadel¬ 
phia  to  a  port  of  discharge  in  French 
North  Africa,  effective  on  vessels  com¬ 
mencing  to  load  on  and  after  June  1, 
1951. 

Sec.  2.  Freight  rates  and  charter  terms 
and  conditions  required  under  “War^ 
shipvoy”  form  of  charter  as  revised  Au¬ 
gust  15,  1944. 

[All  rates  In  U.  S,  currency  per  ton  of  2,240  pounds] 


or  pro  rata  for  part  of  a  day  for  all  laytim# 
saved  in  loading  or  discharging. 

•  P.  Stevedoring:  Loading  and  trimming  ex¬ 
penses  shall  be  for  vessel’s  account;  discharg¬ 
ing  expenses  shall  be  for  charterer’s  account. 

G.  Loading  time:  Loading  to  be  at  the  rate 
of  1,500  tons  per  day,  Sundays  and  holidays 
excepted  unless  used. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of _ =  tons  per  day, 

Sundays  and  holidays  excepted  unless  used. 
Time  lost  in  discharging  due  to  weather  pre¬ 
venting  discharge  shall  not  count  as  laytime. 

I.  Special  provisions: 

1.  Charterers  have  the  option  of  shipping 
not  more  than  250  tons  of  coke  at  the  same 
rate  of  freight  as  the  coal,  charterers  paying 
all  additional  expenses. 

2.  “Droits  de  Qual’’  at  Algerian  ports  to  the 
extent  levied  on  vessel’s  net  registered  ton¬ 
nage  and  on  cargo  tonnage  shall  be  for 
account  of  the  vessel. 

3.  Any  lightening  required  to  enable  ves¬ 
sel  to  reach  her  destination  to  be  at  chart¬ 
erer’s  risk  and  expense  and  time  occupied 
to  count  as  laytime. 

4.  General  average  clause:  ’The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  II  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

5.  Wherever  the  words  “United  States  Mari¬ 
time  Commission’’  appear  in  Part  II  hereof 
same  shall  be  understood  to  mean  National 
Shipping  Authority. 

6.  This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 


[All  rates  in  U.  S.  currency  per  ton  of  2,240  pounds] 


To— 

Freight 

rate 

Discharge 

rate 

Italy: 

Savona . 

$11.20 

3,000 

Genoa,  Naples,  Spt'zia,  L“g- 
horn  or  Civitaveet'cchia-.. 

11.70 

2,000 

All  other  West  Coast  Italy, 
Sardinian  or  Sicilian  ports.. 
Adriatic: 

Venice . 

12.55 

1,000 

1.1. 05 

2,000 

All  other  Adriatic  Sea  iwrts.. 

13.95 

1,000 

Note:  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge  add  fifty  cents  (50  cents)  U.  S.  cur¬ 
rency  per  ton  for  each  such  additional  port 
to  the  highest  applicable  rate,  the  total  rate 
thus  formed  to  apply  on  the  entire  cargo. 
Cargoes  for  more  than  one  port  of  loading 
or  discharge  shall  be  subject  to  negotiation 
and  mutual  agreement  between, the  owners 
and  the  charterers. 

The  following  clauses  are  to  be  in¬ 
serted  in  paragraph  E,  F,  G,  H,  and  I  of 
Part  I  of  “Warshipvoy”: 

E.  Freight  rate:  (Insert  applicable  rate 
as  above  set  forth,  including,  if  applicable, 
additions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  blll-of-lading  quantity  and  to  be  con¬ 
sidered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charters  to  pay  demiu-rage  at 

the  rate  of  $ _ >  per  day  for  each  and 

every  day  or  pro  rata  for  part  of  a  day  for 
all  time  used  in  loading  or  discharging  in 
excess  of  allowed  laytime. 

Despatch:  Despatch  if  earned  at  loading  or 
discharging  port  will  be  payable  at  the  rate 
of  one-half  ( Vi )  the  demurrage  rate  per  day 
or  pro  rata  for  part  of  a  day  for  all  laytime 
saved  in  loading  or  discharging. 

F.  Stevedoring:  Loading  and  trimming  ex¬ 
penses  shall  be  for  vessel’s  account;  dis¬ 
charging  expenses  shall  be  for  charterer’s 
account. 

G.  Loading  time:  Loading  to  be  at  the  rate 
of  1,500  tons  per  day,  Sundays  and  holidays 
excepted  unless  used. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  _ *  tons  per 

day,  Sundays  and  holidays  excepted  unless 
used.  Time  lost  in  discharging  due  to 
weather  preventing  discharge  shall  not  count 
as  laytime. 

I.  Special  provisions: 

1.  Charterers  have  the  option  of  shipping 
not  more  than  250  tons  of  coke  at  the  same 
rate  of  freight  as  the  coal,  charterers  paying 
all  additional  expenses. 

2.  Any  lightening  required  to  enable  ves¬ 
sel  to  reach  her  destination  to  be  at  char¬ 
terer’s  risk  and  expense  and  time  occupied 
to  count  as  laytime. 

3.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  II  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

4.  Wherever  the  words  “United  States  • 
Maritime  Commission’’  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean  Na¬ 
tional  Shipping  Authority. 

5.  This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[SEAL]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

[F.  R.  Doc.  51-6329;  Filed.  May  31,  1951; 
8:49  a.  m.] 


To— 

Freight 

rate 

Discharge 

rate 

ra.sahlanca _ _ 

$10. 35 

1,500 

Algeria: 

Algiers  or  Oran . 

11.20 

h.-wio 

All  other  Algeria . 

12. 75 

800 

Tunisia: 

Tunis  or  Sfax . 

12.  85 

1,000 

All  other  Tunisia . 

13. 35 

800 

Note  1 ;  The  rates  above  for  Algeria  include 
a  supplemental  factor  of  twenty-two  cents 
(22  cents)  per  ton  in  ports  where  droit  de 
qual  are  assessed. 

Note  2:  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge  add  fifty  cents  (50  cents)  U.  S. 
currency  per  ton  for  each  such  additional 
port  to  the  highest  applicable  rate,  the  total 
rate  thus  formed  to  apply  on  the  entire 
cargo.  Cargoes  for  more  than  one  port  of 
loading  or  discharge  shall  be  subject  to  nego¬ 
tiation  and  mutual  agreement  between  the 
owners  and  the  charterers. 

The  following  clauses  are  to  be  inserted 
in  paragraphs  E,  F,  G,  H,  and  I  of  Part  I 
of  “Warshipvoy”; 

H.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth,  including,  if  applicable, 
additions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  bill-of-ladlng  quantity  and  to  be  con¬ 
sidered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of$ _ ‘  per  day  for  each  and 

every  day  or  pro  rata  for  part  of  a  day  for 
all  time  used  in  loading  or  discharging  in 
excess  of  allowed  laytime. 

Despatch:  Despatch  if  earned  at  loading  or 
discharging  port  will  be  payable  at  the  rate 
of  one-half  ( 1/2 )  the  demurrage  rate  per  day 


*  Insert  applicable  demurrage  rate,  1.  e,, 
fifteen  hundred  dollars  ($1,500)  for  Liberty 
type  vessels  and  eighteen  hundred  dollars 
($1,800)  for  Victory  type  vessels. 


[seal]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

[F.  R.  Doc.  51-6328;  Filed,  May  31,  1951; 
8:49  a.  m.] 


[NSA  Order  15  (DRO-10)  ] 

DRO-10 — Rates  on  Coal  in  Bulk  Be¬ 
tween  Hampton  Roads,  Baltimore  or 
Philadelphia  and  Italy  (Including 
Ports  on  the  Adriatic  Sea) 

Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944. 

Authority:  Sections  1  and  2  issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does. 
This  order  hereby  authorizes  the  follow¬ 
ing  freight  rates  and  charter  terms  and 
conditions  for  the  transportation  of  full 
cargoes  of  coal,  in  bulk,  under  “War¬ 
shipvoy”  form  of  charter  as  revised  Au¬ 
gust  15,  1944,  in  vessels  operated  for 
account  of  the  National  Shipping  Au¬ 
thority,  from  Hampton  Roads,  Baltimore 
or  Philadelphia  to  a  port  of  discharge  in 
Italy  or  on  the  Adriatic  Sea,  effective  on 
vessels  commencing  to  load  on  and  after 
June  1,  1951. 

Sec.  2.  Freight  rates  and  charter  terms 
and  conditions  required  under  "War¬ 
shipvoy”  form  of  charter  as  revised  Au¬ 
gust  15,  1944. 


*  Insert  applicable  rate  of  discharge  as 
shown  hereinabove  under  caption  “Discharge 
rate”. 
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RULES  AND  REGULATIONS 


INSA  Order  16  (DRO-11)] 

DRO-ll — crates  on  Coal  in  Bulk  Be¬ 
tween  Hampton  Roads,  Baltimore  or 
Philadelphia  and  Greecb 

Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshlpvoy” 
form  ol  charter  as  revised  Augiist  15, 
1944. 

Authoritt:  Sections  1  and  2  Issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does.  This 
order  hereby  authorizes  the  following 
freight  rates  and  charter  terms  and  con¬ 
ditions  for  the  transportation  of  full 
cargoes  of  coal,  in  bulk,  under  “War- 
shipvoy”  form  of  charter  as  revised  Au¬ 
gust  15,  1944,  in  vessels  operated  for  ac¬ 
count  of  the  National  Shipping  Au¬ 
thority,  from  Hampton  Roads,  Baltimore 
or  Philadelphia  to  a  port  of  discharge  in 
Greece,  effective  on  vessels  commencing 
to  load  on  and  after  June  1,  1951. 

Sec.  2.  Freight  rates  and  charter  terms 
and  conditions  required  under  "War- 
shipvoy"  form  of  charter  as  revised  Au¬ 
gust  15,  1944. 

I  All  rates  In  U.  S.  currency  per  ton  of  2,240 
pounds] 


Greece: 

Patras  or  Piraeus _ $14.  30 

All  other  ports -  14.  55 

Island  of  Crete _ 14.  30 


Note:  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge  add  fifty  cents  (50  cents)  U.  S. 
currency  per  ton  for  each  such  additional 
pert  to  the  highest  applicable  rate,  the  total 
rate  thus  formed  to  apply  on  the  entire 
cargo.  Cargoes  for  more  than  one  port  of 
loading  or  discharge  shall  be  subject  to  nego¬ 
tiation  and  mutual  agreement  between  the 
owners  and  the  charterers. 

The  following  clauses  are  to  be  in¬ 
serted  in  paragraphs  E,  F,  G,  H,  and  I 
of  Part  I  of  “Warshipvoy”: 

E.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth.  Including,  If  applicable,  addi¬ 
tions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  bill-of-ladlng  quantity  and  to  be  con¬ 
sidered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ *  per  day  for  each  and 

every  day  or  pro  rata  for  part  of  a  day  for  all 
time  used  In  loading  or  discharging  In  excess 
of  allowed  laytime. 

Despatch:  I^spatch  If  earned  at  loading  or 
discharging  port  will  be  payable  at  the  rate 
of  one-half  ( % )  the  demxirrage  rate  per  day 
or  pro  rata  for  part  of  a  day  for  all  laytime 
saved  In  loading  or  discharging. 

F.  Stevedoring:  Loading  and  trimming  ex¬ 
penses  shall  be  for  vessel’s  account:  discharg¬ 
ing  expenses  shall  be  for  charterer’s  account. 

O.  Loading  time:  Loading  to  be  at  the  rate 
of  1,500  tons  per  day,  Sundays  and  holidays 
excepted  unless  used. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  750  tons  per  day,  Sun¬ 
days  and  holidays  excepted  unless  used. 
Time  lost  In  discharging  due  to  weather  pre¬ 
venting  discharge  shall  not  count  as  laytime. 

I.  Special  provisions: 


’  Insert  applicable  demurrage  rate,  1.  ®., 
fifteen  hundred  dollars  ($1,500)  for  Liberty 
type  vessels  and  eighteen  hundred  dollars 
($1,800)  for  Victory  type  vessels. 


1.  Charterers  have  the  option  of  shipping 
not  more  than  250  tons  of  coke  at  the  same 
rate  of  freight  as  the  coal,  charterers  pay¬ 
ing  all  additional  expenses. 

2.  Any  lightening  required  to  enable  vessel 
to  reach  her  destination  to  be  at  charterer’s 
risk  and  expense  and  time  occupied  to  count 
as  laytime. 

3.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  II,  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

4.  Wherever  the  words  “United  States  Mari¬ 
time  Commission”  appear  In  Part  II  hereof 
same  shall  be  understood  to  mean  National 
Shipping  Authority. 

5.  ’This  contract  Is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[seal]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

(F.  R.  Doc.  61-6330;  Filed,  May  31,  1951; 

8:50  a.  m.j 


(NSA  Order  17  (DRO-12)  ] 

DRO-12 — Rates  on  Coal  in  Bulk 
Between  Hamp’ton  Roads,  Baltimore 
OR  Philadelphia  and  the  West  Coast 
OF  Africa  (Including  the  Canary, 
Madeira  and  Cape  Verde  Islands) 

Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshlpvoy” 
form  of  charter  as  revised  August  15, 1944. 

Authority:  Sections  1  and  2  issued  under 
sec.  204,  49  Stat.  1987,  as  amended:  46  U.  S.  C. 
1114. 

Section  1,  What  this  order  does. 
This  order  hereby  authorizes  the  follow¬ 
ing  freight  rates  and  charter  terms  and 
conditions  for  the  transportation  of  full 
cargoes  of  coal,  in  bulk,  under  “War¬ 
shipvoy”  form  of  charter  as  revised 
August  15,  1944,  in  vessels  operated  for 
account  of  the  National  Shipping  Au¬ 
thority,  from  Hampton  Roads,  Balti¬ 
more,  or  Philadelphia  to  a  port  of  dis¬ 
charge  on  the  West  Coast  of  Africa,  the 
Canary,  Madeira,  or  Cape  Verde  Islands, 
effective  on  vessels  commencing  to  load 
on  and  after  June  1,  1951. 

Sec.  2.  Freight  rates  and  charter 
terms  and  conditions  required  under 
"Warshipvoy"  form  of  charter  as  revised 
August  15,  1944. 


[All  rates  in  U.  S.  currency  tier  ton  of  2,240  pounds] 


To-  ! 

Freight 

rate 

Discharge 

rate 

Canarv  or  Madeira  Islands.... 

$10.  S5 

800 

Capo  Verde  IsUuids . 

10. 0.1 

WK) 

Seriecal  (Dakar) . 

0. 80 

8,0110 

Sierra  Leone  (Freetown) _ 

12. 1.1 

800 

Belgian  Congo  (Matadi) . 

l.l.  70 

7.10 

Angola  (Lobito) . 

15.00 

1,000 

Note:  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge,  within  the  same  general  area  or 
range,  add  fifty  cents  (50  cents)  U.  S.  cur¬ 
rency  per  ton  for  each  additional  port  to 
the  highest  applicable  rate,  the  total  rate 
thus  formed  to  apply  on  the  entire  cargo. 
Cargoes  for  more  than  one  port  of  loading 
or  discharge  shall  be  subject  to  negotiation 
and  mutual  agreement  between  the  owners 
and  charterers. 


The  following  clauses  are  to  be  In¬ 
serted  in  paragraphs  E,  F,  G,  H,  and  I 
of  Part  I  of  “Warshipvoy”: 

E.  Freight  rate:  (Insert  applicable  rate  In 
United  States  currency  per  ton  of  2,240 
pounds  as  above  set  forth.) 

Freight  fully  prepaid  In  the  United  States 
on  blll-of -lading  quantity  and  to  be  con¬ 
sidered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ '  per  day  for  each  and 

every  day  or  pro  rata  for  part  of  a  day  for 
all  time  used  in  loading  or  discharging  in 
excess  of  allowed  laytime. 

Despatch:  Despatch  if  earned  at  loading 
or  discharging  port  will  be  payable  at  the 
rate  of  one-half  ( >4 )  the  demurrage  rate  per 
day  or  pro  rata  for  part  of  a  day  for  all  lay- 
time  saved  in  loading  or  discharging. 

F.  Stevedoring:  Loading  and  trimming  ex¬ 
penses  shall  be  for  vessel’s  account;  dis¬ 
charging  expenses  shall  be  for  charterer’s  ac¬ 
count. 

G.  Loading  time:  Loading  to  be  at  the  rate 
of  1,500  tons  per  day,  Sundays  and  holidays 
excepted  unless  used. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of _ ’  tons  per  day, 

Sundays  and  holidays  excepted  unless  used. 
Time  lost  in  discharging  due  to  weather 
preventing  discharge  shaU  not  count  as 
laytime. 

I.  Special  provisions: 

1.  Charterers  have  the  option  of  shipping 
not  more  than  250  tons  of  coke  at  the  same 
rate  of  freight  as  the  coal,  charterers  paying 
all  additional  exp>enses. 

2.  Any  lightening  required  to  enable  ves¬ 
sel  to  reach  her  destination  to  be  at  char¬ 
terer’s  risk  and  expense  and  time  occupied  to 
count  as  laytime. 

3.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  n  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

4.  Wherever  the  words  “United  States  Mar¬ 
itime  Commission”  appear  in  Part  II  hereof 
same  shall  be  understood  to  mean  National 
Shipping  Authority. 

5.  This  contract  Is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[SEAL]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

[F.  R.  Doc.  61-6331;  Filed,  May  31,  1951; 

8:50  a.  m.] 


[NSA  Order  18  (DRO-13)l 

DRO-13 — Rates  on  Grain  in  Bulk  Be¬ 
tween  United  States  Ports  and  Nor¬ 
way 

Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshlpvoy” 
form  of  charter  as  revised  August  15, 
1944. 

Aitthority:  Sections  1  and  2  issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U,  S.  C. 
1114. 

Section  1.  What  this  order  does. 
This  order  hereby  authorizes  the  follow¬ 
ing  freight  rates  and  charter  terms  and 
conditions  for  the  transportation  of  full 
cargoes  of  heavy  grain,  i.  e.,  wheat,  corn 


*  Insert  applicable  rate  of  discharge  as 
shown  hereinabove  under  caption  “Discharge 
rate.” 


Friday^  June  7,  1951 
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or  rye,  in  bulk,  under  “Warshipvoy”  form 
of  charter  as  revised  August  15,  1944,  in 
vessels  operated  for  account  of  the  Na¬ 
tional  Shipping  Authority,  from  one  At¬ 
lantic,  Gulf,  or  Pacific  Coast  port  of  the 
United  States  to  a  port  of  discharge  in 
Norway,  effective  on  vessels  commencing 
to  load  on  and  after  June  1,  1951. 

Sec.  2.  Freight  rates  and  charter 
terms  and  conditions  required  under 
“Warshipvoy”  form  of  charter  as  revised 
August  15,  1944. 

[All  rates  in  U.  S.  currency  per  ton  of  2,240 
pounds] 


From; 

U.  S.  Atlantic  ports _ $14.  05 

U.  S.  Gulf  ports _  15.  55 

U.  S.  Pacific  ports _  19.  05 


Note:  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port:  for  more  than  one  port  of  loading  or 
discharge,  within  the  same  general  area  or 
range,  add  fifty  cents  (50  cents)  U.  S.  cur¬ 
rency  per  ton  for  each  additional  port  to  the 
highest  applicable  rate,  the  total  rate  thus 
formed  to  apply  on  the  entire  cargo.  Car¬ 
goes  for  more  than  one  port  of  loading  or 
discharge  shall  be  subject  to  negotiation  and 
mutual  agreement  between  the  owners  and 
charterers. 

The  following  clauses  are  to  be  inserted 
in  paragraphs  E,  F,  G,  H,  and  I  of  Part 
I  of  “Warshipvoy”: 

E.  Freight  rate:  (Insert  applicable  rate  in 
United  States  currency  per  ton  of  2,240 
pounds  as  above  set  forth.) 

Freight  fully  prepaid  in  the  United  States 
on  bill-of-lading  quantity  and  to  be  con¬ 
sidered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ >  per  day  for  each 

and  every  day  or  pro  rata  for  part  of  a  day 
for  all  time  used  in  loading  or  discharging  in 
excess  of  allowed  laytime. 

Despatch:  No  despatch  payable  at  loading 
port.  Despatch  if  earned  at  discharging  port 
will  be  payable  at  the  rate  of  one-half  (1/2) 
the  demurrage  rate  per  day  or  pro  rata  for 
part  of  a  day  for  all  laytime  saved  in  dis¬ 
charging. 

F.  Stevedoring :  Loading  and  trimming  to 
be  for  the  vessel’s  account:  discharging  ex¬ 
penses  to  be  for  the  charterer’s  account. 

G.  Loading  time:  A  maximum  of  five  (5) 
days,  Sundays  and  holidays  excepted  unless 
used,  shall  be  allowed  for  loading.  Time  lost 
in  loading  due  to  weather  preventing  loading 
shall  not  count  as  laytime. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  800  tons  of  2,240 
pounds  per  day.  Sundays  and  holidays  ex¬ 
cepted  unless  used.  Time  lost  in  discharging 
due  to  weather  preventing  discharge  shall 
not  count  as  laytime. 

I.  Special  promsions: 

1.  Laydays  not  reversible. 

2.  Any  bags  and/or  bagging  required  for 
safe  stowage  to  be  for  vessel’s  account. 

3.  Any  lightening  required  to  enable  ves¬ 
sel  to  reach  her  destination  to  be  at  char¬ 
terer’s  risk  and  expense  and  time  occupied 
to  count  as  laytime. 

4.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  II  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

5.  Wherever  the  words  “United  States 
Maritime  Commission’’  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean 
National  Shipping  Authority. 


*  Insert  applicable  demurrage  rate,  1.  e., 
fifteen  hundred  dollars  ($1,500)  for  Liberty 
type  vessels  and  eighteen  hundred  dollars 
($1,800)  for  Victory  type  vessels. 


6.  ’This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[SEAL]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

[F.  R.  Doc.  61-6332:  Filed,  May  31,  1951; 
8:50  a.  m.j 


[NSA  Order  19  (DRO-14)  ] 

DRO-14 — Rates  on  Grain  in  Bulk  Be¬ 
tween  United  States  Ports  and  Den¬ 
mark 
Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  condi¬ 

tions  required  under  ‘Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944. 

Authority:  Sections  1  and  2  Issued  under 
sec.  204,  49  Stat.  1987,  as  amended:  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does.  This 
order  hereby  authorizes  the  following 
freight  rates  and  charter  terms  and  con¬ 
ditions  for  the  transportation  of  full 
cargoes  of  heavy  grain,  i.  e„  wheat,  corn 
or  rye,  in  bulk,  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944,  in  vessels  operated  for  account  of 
.the  National  Shipping  Authority,  from 
one  Atlantic,  Gulf  or  Pacific  Coast  port 
of  the  United  States  to  a  port  of  dis¬ 
charge  in  Denmark,  effective  on  vessels 
commencing  to  load  on  and  after  June  1, 
1951. 

Sec.  2.  Freight  rates  and  charter 
terms  and  conditions  required  under 
“Warshipvoy”  form  of  charter  as  revised 
August  15,  1944. 

[All  rates  in  U.  S.  currency  per  ton  of  2,240 
pounds] 

From; 

U.  S.  Atlantic  ports _ $14. 05 

U.  S.  Gulf  ports _  15.  55 

U.  S.  Pacific  ports _ -  19.  05 

Note:  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge,  within  the  same  general  area  or 
range,  add  fifty  cents  (50  cents)  U.  S.  cur¬ 
rency  per  ton  for  each  such  additional  port 
to  the  highest  applicable  rate,  the  total  rate 
thus  formed  to  apply,  on  the  entire  cargo. 
Cargoes  for  more  than  one  port  of  loading  or 
discharge  shall  be  subject  to  negotiation  and 
mutual  agreement  between  the  owners  and 
charterers."" 

The  following  clauses  are  to  be  inserted 
In  paragraphs  E,  F,  G,  H,  and  I  of  Part 
I  of  “Warshipvoy”; 

E.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth,  including,  if  applicable,  ad¬ 
ditions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  bill-of-lading  quantity  and  to  be  con¬ 
sidered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ >  per  day  for  each  and 

every  day  or  pro  rata  for  part  of  a  day  for  all 
time  used  in  loading  or  discharging  in  excess 
of  allowed  laytime. 

Despatch:  No  despatch  payable  at  loading 
port.  Despatch  if  earned  at  discharging  port 
will  be  payable  at  the  rate  of  one-half  ( 14 ) 
the  demurrage  rate  per  day  or  pro  rata  for 
part  of  a  day  for  all  laytime  saved  in  dis¬ 
charging. 

F.  Stevedoring:  Loading  and  trimming 
expenses  shall  be  for  vessel’s  account;  dis¬ 


charging  expenses  shall  be  for  charterer’s 
account. 

G.  Loading  time:  A  maximum  of  five  (5) 
days,  Sundays  and  holidays  excepted  unless 
used,  shall  be  allowed  for  loading.  Time  lost 
In  loading  due  to  weather  preventing  load¬ 
ing  shall  not  count  as  laytime. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  800  tons  of  2,240 
pounds  per  day,  Sundays  and  holidays  ex¬ 
cepted  unless  used.  Time  lost  in  discharging 
due  to  weather  preventing  discharge  shall 
not  count  as  laytime. 

I.  Special  provisions: 

1.  Laydays  not  reversible. 

2.  Any  bags  and/or  bagging  required  for 
safe  stowage  to  be  for  vessel’s  account. 

3.  Any  lightening  required  to  enable  vessel 
to  reach  her  destination  to  be  at  charterer’s 
risk  and  expense  and  time  occupied  to  count 
as  laytime. 

4.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  II  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

5.  Wherever  the  words  “United  States  Mar¬ 
itime  Commission”  appear  in  Part  II  hereof 
same  shall  be  understood  to  mean  National 
Shipping  Authority. 

6.  This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[seal]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

[F.  R.  Doc.  61-6333:  Filed,  May  81,  1951; 

8:50  a.  m.] 


[NSA  Order  20  (DRO-15)] 

DRO-15— Rates  on  Grain  in  Bulk  Be¬ 
tween  United  States  Ports  and  Ger¬ 
many  (Excluding  Baltic  Ports) 

Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  "Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944. 

Authority  :  Sections  1  and  2  Issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does.  This 
order  hereby  authorizes  the  following 
freight  rates  and  charter  teniis  and  con¬ 
ditions  for  the  transportation  of  full 
cargoes  of  heavy  grain,  i.  e.,  wheat,  corn, 
or  rye,  in  bulk,  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944,  in  vessels  operated  for  account  of 
the  National  Shipping  Authority,  from 
one  Atlantic,  Gulf  or  Pacific  Coast  port 
of  the  United  States  to  a  port  of  dis¬ 
charge  in  Germany  (excluding  ports  on 
the  Baltic  Sea) ,  effective  on  vessels  com¬ 
mencing  to  load  on  and  after  June  1, 
1951. 

Sec.  2.  Freight  rates  and  charter 
terms  and  conditions  required  under 
“Warshipvoy”  form  of  charter  as  revised 
'August  15,  1944. 

[All  rates  in  U.  S.  currency  per  ton  of  2,240 
pounds] 


From.* 

U.  S.  Atlantic  ports _ $12.  45 

U.  S.  Gulf  ports _  13.  95 

U.  S.  Pacific  ports _  17.  45 


Note;  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  on© 
port;  for  more  than  one  port  of  loading  or 
discharge,  within  the  same  general  area  or 
range,  add  fifty  cents  (50  cents)  U.  S.  cur- 
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rency  per  ton  for  each  such  additional  port, 
the  total  rate  thus  formed  to  apply  on  the 
entire  cargo.  Cargoes  for  more  than  one 
port  of  loading  or  discharge  shall  be  subject 
to  negotiation  and  mutual  agreement  be¬ 
tween  the  owners  and  the  charterers. 

The  following  clauses  are  to  be  in¬ 
serted  in  paragraphs  E,  F,  G,  H,  and  I 
of  Part  I  of  “Warshipvoy”: 

E.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth,  Including,  if  applicable, 
additions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  bill-of-lading  quantity  and  to  be  con¬ 
sidered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ *  per  day  for  each 

and  every  day  or  pro  rata  for  part  of  a  day  for 
all  time  used  in  loading  or  discharging  in 
excess  of  allowed  laytime. 

Despatch:  No  despatch  payable  at  loading 
port.  Despatch'lf  earned  at  discharging  port 
will  be  payable  at  the  rate  of  one-half  ( Vi ) 
the  demurrage  rate  per  day  or  pro  rata  for 
part  of  a  day  for  all  laytime  saved  in  dis¬ 
charging. 

P.  Stevedoring:  Loading  and  trimming 
expenses  shall  be  for  vessel’s  account;  dis¬ 
charging  expenses  shall  be  for  charter’s 
account, 

G.  Loading  time:  A  maximum  of  five  (5) 
days,  Sundays  and  holidays  excepted  unless 
tised,  shall  be  allowed  for  loading.  Time 
lost  in  loading  due  to  weather  preventing 
loading  shall  not  count  as  laytime. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  3,000  tons  of  2,240 
pounds  per  day,  Sundays  and  holidays  ex¬ 
cepted  unless  used.  Time  lost  in  discharging 
due  to  weather  preventing  discharge  shall 
not  count  as  laytime. 

I.  Special  provisions: 

1.  Laydays  not  reversible. 

2.  Any  bags  and  or  bagging  required  for 
safe  stowage  to  be  for  vessel’s  account. 

3.  Any  lightening  required  to  enable  ves¬ 
sel  to  reach  her  destination  to  be  at  char¬ 
terer’s  risk  and  expense  and  time  occupied  to 
account  as  laytime. 

4.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21.  Part  II  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

5.  Wherever  the  words  "United  States 
Maritime  Commission’*  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean 
National  Shipping  Authority. 

6.  This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[SEAL]  C,  H.  McGuire, 

Director, 

National  Shipping  Authority. 

(P.  R.  Doc.  61-6334;  Filed,  May  31,  1951; 

8:50  a.  m.) 


(NSA  Order  21  (DRC>-16)1 

DRO-16 — Rates  on  Grain  in  Bulk  Be¬ 
tween  United  States  Ports  and  the 
Netherlands 

Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  "Warshipvoy” 
form  of  charter  as  revised  August  13, 
1944. 


*  Insert  applicable  demurrage  rate,  1.  e.., 
fifteen  hundred  dollars  ($1,500)  for  Liberty 
type  vessels  and  eighteen  hundred  dollars 
($1,800)  for  Victory  type  vessels. 


Authoritt:  Sections  1  and  2  issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 

Section  1. '  What  this  order  does.  This 
order  hereby  authorizes  the  following 
freight  rates  and  charter  terms  and  con¬ 
ditions  for  the  transportation  of  full 
cargoes  of  heavy  grain,  i.  e.,  wheat,  corn 
or  rye,  in  bulk,  under  "Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944,  in  vessels  operated  for  account  of 
the  National  Shipping  Authority,  from 
one  Atlantic,  Gulf  or  Pacific  Coast  port 
of  the  United  States  to  a  port  of  dis¬ 
charge  in  the  Netherlands,  effective  on 
vessels  commencing  to  load  on  and  after 
June  1,  1951. 

Sec.  2.  Freight  rates  and  charter  terms 
and  conditions  required  under  “War¬ 
shipvoy'’  form  of  charter  as  revised 
August  15,  1944. 

(All  rates  in  U.  S.  currency  per  ton  of  2,240 
pounds) 


From: 

U.  S.  Atlantic  ports _ $12.  00 

U.  S.  Gulf  ports _  13.  50 

U.  S.  Pacific  ports _  17.  00 


Notes  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge,  within  the  same  general  area  or 
range,  add  fifty  (50  cents)  U.  S.  currency  per 
ton  for  each  such  additional  port  to  the 
highest  applicable  rate,  the  total  rate  thus 
formed  to  apply  on  the  entire  cargo.  Cargoes 
for  more  than  one  port  of  loading  or  dis¬ 
charge  shall  be  subject  to  negotiation  and 
mutual  agreement  between  the  owners  and 
the  charterers. 

The  following  clauses  are  to  be  in¬ 
serted  in  paragraphs  E,  F,  G,  H,  and  I  of 
Part  I  of  “Warshipvoy”: 

E.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth,  including,  if  applicable,  ad¬ 
ditions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  blll-of -lading  quantity  and  to  be  consid¬ 
ered  due  and  payable  and  earned  on  the  cargo 
as  taken  aboard,  vessel  and/or  cargo  lost  or 
not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ ^  per  day  for  each  and 

every  day  or  pro  rata  for  part  of  a  day  for 
all  time  used  in  loading  or  discharging  in 
excess  of  allowed  laytime. 

Despatch:  No  despatch  payable  at  loading 
port.  Despatch  if  earned  at  discharging  port 
will  be  payable  at  the  rate  of  one-half  ( ) 
the  demurrage  rate  per  day  or  pro  rata  for 
part  of  a  day  for  all  laytime  saved  in  dis¬ 
charging. 

F.  Stevedoring:  Loading  and  trimming 
expenses  shall  be  for  vessel’s  account;  dis¬ 
charging  expenses  shall  be  for  charterer’s 
account. 

G.  Loading  time:  A  maximum  of  five  (5) 
days,  Sundays  and  holidays  excepted  unless 
used,  shall  be  allowed  for  loading.  Time  lost 
in  loading  due  to  weather  preventing  load¬ 
ing  shall  not  count  as  laytime. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  3,000  tons  of  2,240 
pounds  per  day,  Sundays  and  holidays  ex¬ 
cepted  unless  used.  Time  lost  in  discharging 
due  to  weather  preventing  discharge  shall 
not  count  as  laytime. 

I.  Special  provisions: 

1.  Laydays  not  reversible. 

2.  Any  bags  and/or  bagging  required  for 
safe  stowage  to  be  for  vessel’s  account. 

3.  Any  lightening  required  to  enable 
vessel  to  reach  her  destination  to  be  at 
charterer’s  risk  and  expense  and  time  occu¬ 
pied  to  count  as  laytime. 


4.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  II  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

5.  Wherever  the  words  "United  States 
Maritime  Commission”  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean 
National  Shipping  Authority.  • 

6.  This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[SEAL]  -  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

(F.  R.  Doc.  51-6335;  Filed,  May  31,  1£51; 

8:50  a.  m.] 


[NSA  Order  22  (DRO-17)] 

DRO-17 — Rates  on  Grain  in  Bulk  Be¬ 
tween  United  States  Ports  and  Bel¬ 
gium 
Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  "Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944. 

Authority:  Sections  1  and  2  Issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does. 
This  order  hereby  authorizes  the  fol¬ 
lowing  freight  rates  and  charter  terms 
and  conditions  for  the  transportation  of 
full  cargoes  of  heavy  grain,  i,  e.,  w’heat, 
corn  or  rye,  in  bulk,  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944,  in  vessels  operated  for  account  of 
the  National  Shipping  Authority,  from 
one  Atlantic,  Gulf  or  Pacific  Coast  port 
of  the  United  States  to  a  port  of  dis¬ 
charge  in  Belgium,  effective  on  vessels 
commencing  to  load  on  and  after  June  1, 
1951. 

Sec.  2.  Freight  rates  and  charter  terms 
and  conditions  required  under  “War¬ 
shipvoy”  form  of  charter  as  revised 
August  15,  1944. 

[All  rates  in  U,  S.  currency  per  ton  of  2,240 
pounds] 

From: 

U.  S.  Atlantic  ports _ $12.  00 

U.  S.  Gulf  ports- _ _  13.50 

U.  S.  Pacific  ports _  17.  00 

Note:  Foregoing  rates  apply  to  cargoes 
loaded  at  CMie  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge,  within  the  same  general  area  or 
range,  add  fifty  cents  (50  cents)  U.  S.  cur¬ 
rency  per  ton  for  each  sUch  additional  port 
to  the  highest  applicable  rate,  the  total  rate 
thus  formed  to  apply  on  the  entire  cargo. 
Cargoes  for  more  than  one  port  of  loading 
or  discharge  shall  be  subject  to  negotiation 
and  mutual  agreement  between  the  owners 
and  the  charterers. 

The  follow’ing  clauses  are  to  be  in¬ 
serted  in  paragraphs  E,  F,  G,  H,  and  I 
of  Part  I  of  “Warshipvoy”: 

E.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth.  Including,  if  applicable, 
additions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  bill-of-ladlng  quantity  and  to  be  con¬ 
sidered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 
at  the  rate  of  $ _ *  per  day  for  each  and 
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every  day  or  pro  rata  for  part  of  a  day  for 
all  time  used  in  loading  or  discharging  in 
excess  of  allowed  laytime. 

Despatch:  No  despatch  payable  at  loading 
port.  Despatch  if  earned  at  discharging  port 
will  be  payable  at  the  rate  of  one-half  ( Vi ) 
the  demurrage  rate  per  day  or  pro  rata  for 
part  of  a  day  for  all  laytime  saved  in  dis¬ 
charging. 

P.  Stevedoring:  Loading  and  trimming  ex¬ 
penses  shall  be  for  vessel’s  account;  discharg¬ 
ing  expenses  shall  be  for  charterer’s  account. 

G.  Loading  time:  A  maximum  of  five  (5) 
days,  Sundays  and  holidays  excepted  unless 
used,  shall  be  allowed  for  loading.  Time  lost 
In  loading  due  to  weather  preventing  loading 
shall  not  count  as  laytime. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  3,000  tons  of  2,240 
pounds  per  day,  Sundays  and  holidays  ex¬ 
cepted  unless  used.  Time  lost  in  discharging 
due  to  weather  preventing  discharge  shall  not 
count  as  laytime. 

I.  Special  Provisions: 

1.  Laydays  not  reversible. 

2.  Any  bags  and/or  bagging  required  for 
safe  stowage  to  be  for  vessel’s  account. 

3.  Any  lightening  required  to  enable  vessel 
to  reach  her  destination  to  be  at  charterer’s 
risk  and  expense  and  time  occupied  to  count 
as  laytime. 

4.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  II  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

5.  Wherever  the  words  “United  States 
Maritime  Commission’’  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean 
National  Shipping  Authority. 

6.  ’This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[seal!  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

IF.  R.  Doc.  51-6336;  Filed,  May  31,  1951; 

8:50  a.  m.j 


[NSA  Order  23  (DRO-18)  ] 

DRO-18 — Rates  of  Grain  in  Bulk 
Between  United  States  Ports  and 
France 

Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944. 

Authoritt:  Sections  1  and  2  Issued  under 
sfcc.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does. 
This  order  hereby  authorizes  the  follow¬ 
ing  freight  rates  and  charter  terms  and 
conditions  for  the  transportation  of  full 
cargoes  of  heavy  grain,  i.  e.,  wheat,  corn 
or  rye,  in  bulk,  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944,  in  vessels  operated  for  account  of 
the  National  Shipping  Authority,  from 
one  Atlantic,  Gulf  or  Pacific  Coast  port 
of  the  United  States  to  a  port  of  dis¬ 
charge  in  France,  effective  on  vessels 
commencing  to  load  on  and  after  June 
1,  1951. 

Sec.  2.  Freight  rates  and  charter 
terms  and  conditions  required  under 
“Warshipvoy”  form  of  charter  as  revised 
August  15,  1944. 


lAll  rates  in  U.  S.  currency  per  ton  of  2,240  pounds] 


From  United  States— 


To- 

Atlan¬ 

tic 

ports 

Gulf 

ports 

Pacific 

ports 

Dis¬ 

charge 

rata 

North  France _ 

South  France: 

$13. 10 

$14.60 

$18. 10 

1,000 

Marseilles.. . 

All  other  South 

13.35 

14.85 

18. 35 

2,000 

France . 

14.20 

15.70 

19.20 

1,000 

Note  1:  The  rates  above  include  a  sup¬ 
plemental  factor  of  thirty-nine  cents  (39 
cents)  per  ton  in  ports  where  droits  de  qual 
are  assessed. 

Note  2:  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge,  within  the  same  general  area  or 
range,  add  fifty  cents  (50  cents)  U.  S.  cur¬ 
rency  per  ton  for  each  such  additional  port, 
the  total  rate  thus  formed  to  apply  on  the 
entire  cargo.  Cargoes  for  more  than  one 
port  of  loading  or  discharge  shall  be  subject 
to  negotiation  and  mutual  agreement  be¬ 
tween  the  owners  and  the  charterers. 

The  following  clauses  are  to  be  in¬ 
serted  in  paragraphs  E,  F,  G,  H,  and  I 
of  Part  I  of  “Warshipvoy”: 

E.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth,  including,  if  applicable,  ad¬ 
ditions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  bill-of-lading  quantity  and  to  be  con¬ 
sidered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of$ _ >  per  day  for  each  and 

every  day  or  pro  rata  for  part  of  a  day  for 
all  time  used  in  loading  or  discharging  in 
excess  of  allowed  laytime. 

Despatch:  No  despatch  payable  at  loading 
port.  Despatch  if  earned  at  discharging  port 
will  be  payable  at  the  rate  of  one-half  (Vi) 
the  demurrage  rate  per  day  or  pro  rata  for 
part  of  a  day  for  all  laytime  saved  in  dis¬ 
charging. 

F.  Stevedoring:  Loading  and  trimming  ex¬ 
penses  shall  be  for  vessel’s  account;  discharg¬ 
ing  expenses  shall  be  for  charterer’s  account. 

G.  Loading  time:  A  maximum  of  five  (5) 
days,  Sundays  and  holidays  excepted  unless 
used,  shall  be  allowed  for  loading.  Time  lost 
In  loading  due  to  weather  preventing  loading 
shall  not  count  as  laytime. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of _ *  tons  per  day, 

Sunday  and  holidays  excepted  unless  used. 
’Time  lost  in  discharging  due  to  weather  pre¬ 
venting  discharge  shall  not  count  as  laytime. 

I.  Special  provisions: 

1.  Laydays  not  reversible. 

2.  Any  bags  and/or  bagging  required  for 
safe  stowage  to  be  for  vessel’s  account. 

3.  “Droits  de  Qual”  to  the  extent  levied 
on  vessel’s  net  registered  tonnage  and  on 
cargo  tonnage  shall  be  for  account  of  the 
vessel. 

4.  Any  lightening  required  to  enable  ves¬ 
sel  to  reach  her  destination  to  be  at  chart¬ 
erer’s  risk  and  expense'  and  time  occupied 
to  count  as  laytime. 

5.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  II  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 


^Insert  applicable  demurrage  rate,  1.  e., 
fifteen  hundred  dollars  ($1,500)  for  Liberty 
type  vessels  and  eighteen  hundred  dollars 
($1,800)  for  Victory  type  vessels. 

*  Insert  applicable  rate  of  discharge  as 
shown  hereinabove  under  caption  “Discharge 
rate”. 


6.  Wherever  the  words  “United  States 
Maritime  Commission”  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean 
National  Shipping  Authority. 

7.  ’This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[seal]  C.  H.  McGuire, 

Director. 

National  Shipping  Authority. 

IF.  R.  Doc.  51-6337;  Filed,  May  31,  1951; 
8:51  a.  m.j 


[NSA  Order  24  (DRO-19] 

DRO-19 — Rates  on  Grain  in  Bulk  Be¬ 
tween  United  States  Ports  and  the 
United  Kingdom 

Sec. 

1.  What  this  prder  does. 

2.  Freight  rates  and  charter  terms  and  condi¬ 

tions  required  under  “Warshipvoy”  form 
of  charter  as  revised  August  15,  1944. 

Authoritt:  Sections  1  and  2  Issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does.  This 
order  hereby  authorizes  the  following 
freight  rates  and  charter  terms  and  con¬ 
ditions  for  the  transportation  of  full  car¬ 
goes  of  heavy  grain,  i.  e.,  wheat,  corn  or 
rye,  in  bulk,  under  “Warshipvoy”  form 
of  charter  as  revised  August  15,  1944,  in 
vessels  operated  for  account  of  the  Na¬ 
tional  Shipping  Authority,  from  one  At¬ 
lantic,  Gulf  or  Pacific  Coast  port  of  the 
United  States  to  a  port  of  discharge  in 
the  United  Kingdom,  effective  on  vessels 
commencing  to  load  on  and  after  June 
1,  1951. 

Sec.  2.  Freight  rates  and  charter  terms 
and  conditions  required  under  “Warship¬ 
voy”  form  of  charter  as  revised  August 
15.  1944. 


(All  rates  in  U.  8.  currency  per  ton  of  2,240  pounds] 


To- 

From  United  States— 

Atlantic 

ports 

Gulf 

ports 

Pacific 

ports 

Falmouth  or  Plymouth. 

$12,  .30 

$13.80 

$17.  .30 

London.. . 

12.90 

14. 40 

17.90 

A  b  e  r  d  e  e  n/Qrimsby 

range . 

13. 15 

14.65 

18. 15 

All  other  United  King- 

dom . 

12.50 

14.00 

17.50 

Note:  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge,  within  the  same  general  area  or 
range,  add  fifty  cents  (50  cents)  U.  S.  Cur¬ 
rency  per  ton  for  each  such  additional  port, 
the  total  rate  thus  formed  to  apply  on  the 
entire  cargo.  Cargoes  for  more  than  one 
port  of  loading  or  discharge  shall  be  subject 
to  negotiation  and  mutual  agreement  be¬ 
tween  the  owners  and  the  charterers. 

The  following  clauses  are  to  inserted  in 
paragraphs  E,  F,  G,  H,  and  I  of  Part  I 
of  “Warshipvoy”; 

E.  Freight  rate:  (Insert  applicable  rate 
as  above  set  forth,  including,  if  applicable, 
additions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  blll-of-ladlng  quantity  and  to  be  consid¬ 
ered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 
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Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ *  F>er  day  for  each 

and  every  day  or  pro  rata  for  part  of  a 
day  for  all  time  used  In  loading  or  discharg¬ 
ing  in  <  xcess  of  allowed  laytime. 

Despatch:  No  despatch  payable  at  loading 
port.  Despatch  If  earned  at  discharging  port 
will  be  payable  at  the  rate  of  one-half  ( V2 ) 
the  demurrage  rate  per  day  or  pro  rata  for 
part  of  a  day  for  all  laytime  saved  In  dis¬ 
charging. 

F.  Stevedoring:  Loading  and  trimming  ex¬ 
penses  shall  be  for  vessel’s  account;  dis¬ 
charging  expenses  shall  be  for  charterer’s 
account. 

G.  Loading  time:  A  maximum  of  five  (5) 
days,  Sundays  and  holidays  excepted  unless 
used,  shall  be  allowed  for  loading.  Time  lost 
In  loading  due  to  weather  preventing  loading 
shall  not  count  as  laytime. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  1,000  tons  per  day, 
Sundays  and  holidays  excepted  unle.ss  used. 
Time  lost  in  discharging  due  to  weather  pre¬ 
venting  discharge  shall  not  count  as  laytime. 

I.  Special  provisions: 

1.  Laydays  not  reversible. 

2.  Any  bags  and  or  bagging  required  for 
safe  stowage  to  be  for  vessel’s  account. 

3.  Any  lightening  required  to  enable  ves¬ 
sel  to  reach  her  destination  to  be  at  char¬ 
terer’s  risk  and  expense  and  time  occupied 
to  count  as  laytime. 

4.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  II  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

5.  Wherever  the  words  “United  States 
Maritime  Commission’’  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean 
National  Shipping  Authority. 

6.  This  contract  Is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[seal]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

IF.  R.  Doc.  51-6338;  Filed,  May  31,  1951; 

8:51  a.  m.J 


fNSA  Order  25  (DRO-20)  1 

DRO-20 — Rates  of  Grmn  in  Bulk 
Between  United  States  Ports  and 
Ports  in  Eire  or  Northern  Ireland 
Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  ch.arter  terms  and  con¬ 

ditions  required  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944. 

Authoritt:  Sections  1  and  2  issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U,  S.  C. 
1114. 

Section  1.  What  this  order  does.  This 
order  hereby  authorizes  freight  rates 
and  charter  terms  and  conditions  for  the 
transportation  of  full  cargoes  of  heavy 
grain,  1.  e.,  wheat,  corn  or  rye,  in  bulk, 
under  ‘’Warshipvoy*’  form  of  charter  as 
revised  August  15,  1944,  in  vessels  oper¬ 
ated  for  account  of  the  National  Ship¬ 
ping  Authority,  from  one  Atlantic,  Gulf 
or  Pacific  Coast  port  of  the  United 
States  to  a  port  of  discharge  in  Eire  or 
Northern  Ireland,  effective  on  vessels 


’Insert  applicable  demurrage  rate,  I.  e., 
fifteen  hundred  dollars  ($1,500)  for  Liberty 
type  vessels  and  eighteen  hundred  dollars 
($1,800)  for  Victory  type  vessels. 


RULES  AND  REGULATIONS 

commencing  to  load  on  and  after  June 
1.  1951. 

SEC.  2.  Freight  rates  and  charter 
terms  and  conditions  required  under 
“Warshipvoy’*  form  of  charter  as  re¬ 
vised  August  15,  1944. 

[All  rates  in  U.  S.  currency  per  ton  of  2,240 
pounds] 


Prom: 

U.  S.  Atlantic  ports _ $12.  85 

U.  S.  Gulf  ports _  14.  35 

U.  S.  Pacific  ports _  17.  85 


Note:  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge,  w'ithin  the  same  general  area  or 
range,  add  fifty  cents  (50  cents)  U,  S.  cur¬ 
rency  per  ton  for  each  such  additional  port 
to  the  highest  applicable  rate,  the  total  rate 
thus  formed  to  apply  on  the  entire  cargo. 
Cargoes  for  more  than  one  port  of  loading  or 
discharge  shall  be  subject  to  negotiation  and 
mutual  agreement  between  the  owners  and 
charterers. 

The  following  clauses  are  to  be  in¬ 
serted  in  paragraphs  E,  F,  G,  H,  and  I  of. 
Part  I  of  Warshipvoy; 

E.  Freight  rate:  (Insert  applicable  rate  in 
United  States  currency  per  ton  of  2,240 
pounds  as  above  set  forth.) 

Freight  fully  prepaid  in  the  United  States 
on  bill-of-lading  quantity  and  to  be  consid¬ 
ered  due  and  payable  and  earned  on  the  cargo 
as  taken  aboard,  vessel  and/or  cargo  lost  or 
not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ ’  per  day  for  each  and 

every  day  or  pro  rata  for  part  of  a  day  for 
all  time  used  in  loading  or  discharging  in 
excess  of  allowed  laytime. 

Despatch:  No  despatch  payable  at  loading 
port.  Despatch  if  earned  at  discharging  port 
will  be  payable  at  the  rate  of  one-half  (>^) 
of  the  demurrage  rate  per  day,  or  pro  rata 
for  part  of  a  day,  for  all  laytime  saved  in 
discharging. . 

F.  Stevedoring:  Loading  and  trimming  to 
be  for  the  vessel’s  account;  discharging  ex¬ 
penses  to  be  for  charterer’s  account. 

G.  Loading  time:  A  maximum  of  five  (5) 
days,  Sundays  and  holidays  excepted  unless 
used,  shall  be  allowed  for  loading.  Time  lost 
in  loading  due  to  weather  preventing  loading 
shall  not  count  as  laytime. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  800  tons  per  day,  Sun¬ 
days  and  holidays  excepted  unless  used. 
Time  lost  in  discharging  due  to  weather  pre¬ 
venting  discharge  shall  not  count  at  laytime. 

I.  Special  provisions: 

1.  Laydays  not  reversible. 

2.  Any  bags  and  or  bagging  required  for 
safe  stowage  to  be  for  vessel’s  account. 

3.  Any  lightening  required  to  enable  ves¬ 
sel  to  reach  her  destination  to  be  at  charter¬ 
er’s  risk  and  expense  and  time  occupied  to 
count  as  laytime. 

4.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  II  shall  be  gov¬ 
erned  by  the  Vork-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

5.  Wherever  the  words  “United  States 
Maritime  Commission”  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean 
“National  Shipping  Authority”. 

6.  This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[se.al]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

[F.  R.  Doc.  6339;  Filed,  May  31,  1951; 
8:51  a.  m.] 


[NSA  Order  26  (DRO-21)l 

DRO-21 — Rates  on  Grain  in  Bulk  Be¬ 
tween  United  States  Ports  and  Por¬ 
tugal 

Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshipvoy” 
form  of  charter  as  revised  August.  15, 
1944. 

Authority:  Sections  1  and  2  issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does. 
This  order  hereby  authorizes  the  follow¬ 
ing  freight  rates  and  charter  terms  and 
conditions  for  the  transportation  of  full 
cargoes  of  heavy  grain,  i.  e.,  wheat,-  corn 
or  rye,  in  bulk,  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944,  in  vessels  operated  for  account  of 
the  National  Shipping  Authority,  from 
one  Atlantic,  Gulf  or  Pacific  Coast  port 
of  the  United  States  to  a  port  of  dis¬ 
charge  in  Portugal,  effective  on  vessels 
commencing  to  load  on  and  after  June 
1,  1951. 

Sec.  2.  Freight  rates  and  charter 
terms  and  conditions  required  under 
“Warshipvoy”  form  of  charter  as  revised 
August  15,  1944. 

[All  rates  in  U.  S.  currency  per  ton  of  2,240 
pounds] 


From: 

U.  S.  Atlantic  ports _ $12.  60 

U,  S.  Gulf  ports _ _  14.10 

U.  S.  Pacific  ports _  17.  60 


Note:  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge,  wdthin  the  same  general  area  or 
range,  add  fifty  cents  (50  cents)  U.  S.  cur¬ 
rency  per  ton  for  each  such  additional  port 
to  the  highest  applicable  rate,  the  total  rate 
thus  formed  to  apply  on  the  entire  cargo. 
Cargoes  for  more  than  one  port  of  loading 
or  discharge  shall  be  subject  to  negotiation 
and  mutual  agreement  between  the  owners 
and  the  charterers. 

The  following  clauses  are  to  be  In¬ 
serted  in  paragraphs  E,  F.  G,  H,  and  I 
of  Part  I  of  “Warshipvoy”: 

E.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth.  Including,  if  applicable,  addi¬ 
tions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  bill-of-lading  quantity  and  to  be  con¬ 
sidered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ ’  per  day  for  each 

and  e^ery  day  or  pro  rata  for  part  of  a  day 
for  all  time  used  in  loading  or  discharging 
In  excess  of  allowed  laytime. 

Despatch:  No  despatch  payable  at  loading 
port.  Despatch  if  earned  at  discharging 
port  will  be  payable  at  the  rate  of  one-half 
( Vi )  the  demurrage  rate  per  day  or  pro  rata 
for  part  of  a  day  for  all  laytime  saved  in 
discharging. 

F.  Stevedoring:  Loading  and  trimming 
expenses  shall  be  for  vessel’s  account;  dis¬ 
charging  expenses  shall  be  for  charterer’s 
account. 

G.  Loading  time:  A  maximum  of  five  (5) 
days,  Sundays  and  holidays  excepted  unless 
used,  shall  be  allowed  for  loading.  Time 
lost  in  loading  due  to  weather  preventing 
loading  shall  not  count  as  laytime. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  750  tons  per  day,  Sun- 
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days  and  holidays  excepted  unless  used.  Time 
lost  in  discharging  due  to  weather  preventing  • 
discharge  shall  not  count  as  laytime. 

I.  Special  provisions: 

1.  Laydays  not  reversible. 

2.  Any  bags  and  or  bagging  required  for 
safe  stowage  to  be  for  vessel’s  account. 

3.  Any  lightening  required  to  enable  ves¬ 
sel  to  reach  her  destination  to  be  at  chart¬ 
erer’s  risk  and  expense  and  time  occupied 
to  count  as  laytime. 

4.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  II  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

6.  Wherever  the  words  “United  States 
Maritime  Commission”  appear  in  Part  II 
hereof  some  shall  be  understood  to  mean 
National  Shipping  Authority. 

6.  This  contract  Is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[seal]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

(F.  R.  Doc.  51-6340;  Filed,  May  31,  1951; 

8:51  a.  m.j 


[NSA  Order  27  (DRO-22)l 

DRO-22 — Rates  on  Grain  in  Bulk  Be¬ 
tween  United  States  Ports  and 
French  North  Africa 

Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944. 

Authority:  Sections  1  and  2  issued  under 
sec.  204,  49  Stat.  1987,  as  amended:  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does.  This 
order  hereby  authorizes  the  following 
freight  rates  and  charter  terms  and  con¬ 
ditions  for  the  transportation  of  full 
cargoes  of  heavy  grain,  i.  e.,  wheat,  corn 
or  rye,  in  bulk,  under  ‘’Warshipvoy”  form 
of  charter  as  revised  August  15,  1944,  in 
vessels  operated  for  account  of  the  Na¬ 
tional  Shipping  Authority,  from  one  At¬ 
lantic,  Gulf  or  Pacific  Coast  port  of  the 
United  States  to  a  port  of  discharge  in 
French  North  Africa,  effective  on  vessels 
commencing  to  load  on  and  after  June  1, 
1951. 

Sec.  2.  Freight  rates  and  charter  terms 
and  conditions  required  under  “War¬ 
shipvoy”  form  of  charter  as  revised 
August  15,  1944. 


I.\ll  rates  in  U.  S.  currency  per  ton  of  2,240  pounds] 


From  United  States— 

To- 

.Atlan¬ 

tic 

ports 

Gulf 

polls 

I’aeific 

ports 

Dis¬ 

charge 

rate 

Morocco: 

Casablanca . 

$12.  n.'i 

$1.3.  .55 

.$  17.0.5 

1,.500 

Safi . . 

12.  W) 

14. 10  j 

17.60 

1,000 

Algeria: 

Mostagancm . 

12.60 

14. 10 

17.60 

2,000 

Oran  or  riiilipiw- 

villc . 

I.*?,  no 

14.  .50 

18.00 

1,.500 

Algiers  or  Bone.... 

M.  60 

15.  10 

18.60 

1,2(M) 

Bougie . . . 

1.3.  M 

1.5.  35 

IH.  85 

l,fM)0 

All  other  Algeria... 

14.  45 

15.  !»5 

I'J.  45 

750 

Tunisia: 

Bizertc . 

1.3.  60 

1.5. 10 

18.60 

1,200 

All  other  Tunisia.. 

14.  45 

15.95 

19.  45 

750 

Note  1:  The  rates  above  for  Algeria  In¬ 
clude  a  supplemental  factor  of  .thirty-nine 
cents  (39  cents)  per  ton  in  ports  where  droits 
de  quai  are  assessed. 

Note  2:  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge,  within  the  same  general  area  or 
range,  add  fifty  cents  (50  cents)  U.  S.  Cur¬ 
rency  per  ton  for  each  such  additional  port 
to  the  highest  applicable  rate,  the  total  rate 
thus  formed  to  apply  on  the  entire  cargo. 
Cargoes  for  more  than  one  port  of  loading  or 
discharge  shall  be  subject  to  negotiation  and 
mutual  agreement  between  the  owners  and 
the  charterers. 

The  following  clauses  are  to  be  in¬ 
serted  in  paragraphs  E,  F,  G,  H,  and  I 
of  Part  I  of  “Warshipvoy”: 

E.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth.  Including,  if  applicable,  ad¬ 
ditions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  blll-of-lading  quantity  and  to  be  con¬ 
sidered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ ^  per  day  for  each 

and  every  day  or  pro  rata  for  part  of  a  day 
for  all  time  used  in  loading  or  discharging 
in  excess  of  allowed  laytime. 

Despatch:  No  despatch  payable  at  loading 
port.  Despatch  if  earned  at  discharging  port 
will  be  payable  at  the  rate  of  one-half  (Vi) 
the  demurrage  rate  per  day  or  pro  rata  for 
part  of  a  day  few  all  laytime  saved  in 
discharging. 

F.  Stevedoring:  Loading  and  trimming 
expenses  shall  be  for  vessel’s  account:  dis¬ 
charging  expenses  shall  be  for  charterer’s 
account. 

G.  Loading  time:  A  maximum  of  five  (5) 
days,  Sundays  and  holidays  excepted  unless 
used,  shall  be  allowed  for  loading.  Time 
lost  in  loading  due  to  weather  preventing 
loading  shall  not  count  as  laytime. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  $ _ *  tons  per 

day,  Sundays  and  holidays  excepted  unless 
used.  Time  lost  In  discharging  due  to 
weather  preventing  discharge  shall  not 
count  as  laytime. 

I.  Special  provisions: 

1.  Laydays  not  reversible. 

2.  “Droits  de  Quai”  at  Algerian  ports  to 
the  extent  levied  on  vessel’s  net  registered 
tonnage  and  on  cargo  tonnage  shall  be  for 
account  of  the  vessel. 

3.  Any  bags  and/or  bagging  required  for 
safe  stowage  to  be  for  vessel’s  account. 

4.  Any  lightening  required  to  enable 
vessel  to  reach  her  destination  to  be  at 
charterer’s  risk  and  expense  and  time  oc¬ 
cupied  to  count  as  laytime. 

5.  General  average  clause:  ’The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  II  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

6.  Wherever  the  words  “United  States 
Maritime  Commission”  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean 
National  Shipping  Authority, 

7.  This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[SEAL]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

(F.  R,  Doc.  51-6341;  Filed.  May  31,  1951; 
8:51  a.  m.j 


’  Insert  applicable  demurrage  rate.  1.  e.. 
Fifteen  Hundred  Dollars  ($1,500)  for  Liberty 
type  vessels  and  Eighteen  Hundred  Dollars 
($1,800)  for  Victory  type  vessels. 

*  Insert  applicable  rate  of  demurrage  as 
shown  hereinabove  under  caption  “Dis¬ 
charge  rate”. 


[NSA  Order  28  (DRO-23)  ] 

DRO-23 — Rates  on  Grain  in  Bulk  Be¬ 
tween  United  States  Ports  and  Italy 
(Including  Ports  on  the  Adriatic  Sea) 
Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944. 

Authority:  Sections  1  and  2  Issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does. 
This  order  hereby  authorizes  the  follow¬ 
ing  freight  rates  and  charter  terms  and 
conditions  for  the  transportation  of  full 
cargoes  of  heavy  grain,  i.  e„  wheat,  corn 
or  rye,  in  bulk,  under  “Warshipvoy”  form 
of  charter  as  revised  August  15,  1944,  in 
vessels  operated  for  account  of  the  Na¬ 
tional  Shipping  Authority,  from  one  At¬ 
lantic,  Gulf  or  Pacific  Coast  port  of  the 
United  States  to  a  port  of  discharge  in 
Italy  (including  ports  on  the  Adriatic 
Sea),  effective  on  vessels  commencing  to 
load  on  and  after  June  1, 1951. 

Sec.  2.  Freight  rates  and  charter  terms 
and  conditions  required  under  “War¬ 
shipvoy”  form  of  charter  as  revised  Au¬ 
gust  15,  1944. 


[All  rates  in  U.  8.  currency  per  ton  of  2,240  pounds] 


From— 

To— 

West  Coast 
Italy, 
8ardinia, 
and  Sicily 

Adriatic 

$14. 25 
15. 75 
19. 25 

$15.65 

17.15 

20.65 

U,  8.  Pacific  ports _ 

Note:  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port:  for  more  than  one  port  of  loading  or 
discharge,  within  the  same  general  area  or 
range,  add  fifty  cents  (50  cents)  U.  S.  cur¬ 
rency  per  ton  for  each  such  additional  port 
to  the  highest  applicable  rate,  the  total  rate 
thus  formed  to  apply  on  the  entire  cargo. 
Cargoes  for  more  than  one  port  of  loading 
or  discharge  shall  be  subject  to  negotiation 
and  mutual  agreement  between  the  owners 
and  the  charterers.  The  following  clauses 
are  to  be  Inserted  In  paragraphs  E,  F,  G,  H, 
and  I  of  Part  I  of  “Warshipvoy”: 

E.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth,  including,  if  applic.able,  ad¬ 
ditions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  blll-of-lading  quantity  and  to  be  Okjnsid- 
ered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ ^  per  day  for  each 

and  every  day  or  pro  rata  for  part  of  a  day 
for  all  time  used  in  loading  or  discharging 
In  excess  of  allowed  laytime. 

Despatch:  No  despatch  payable  at  loading 
port.  Despatch  if  earned  at  discharging  port 
will  be  payable  at  the  rate  of  one-half  ( 1/2 ) 
the  demurrage  rate  per  day  or  pro  rata  for 
part  of  a  day  for  all  laytime  saved  Tn  dis¬ 
charging. 

P.  Stevedoring:  Loading  and  trimming 
expenses  shall  be  for  vessel’s  account;  dis¬ 
charging  expenses  shall  be  for  charterer’s 
account. 

G.  Loading  time:  A  maximum  of  five  (5) 
days,  Sundays  and  holidays  excepted  unless 
used,  shall  be  allowed  for  loading.  Time 
lost  in  loading  due  to  weather  preventing 
loading  shall  not  count  as  laytime. 
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H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  1,000  tons  «f  2,240 
pounds  per  day,  Sundays  and  holidays  ex¬ 
cepted  unless  tised.  Time  lost  In  discharg¬ 
ing  due  to  weather  preventing  discharge  shall 
not  count  as  laytime. 

I.  Special  provisions: 

1.  Laydays  not  reversible. 

2.  Any  bags  and  or  bagging  required  for 
safe  stowage  to  be  for  vessel’s  account. 

3.  Any  lightening  required  to  enable  ves¬ 
sel  to  reach  her  destination  to  be  at  char¬ 
terer’s  risk  and  expense  and  time  occupied  to 
count  as  laytime. 

4.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Part  II  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 

5.  Wherever  the  words  “United  States 
Maritime  Commission’’  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean 
National  Shipping  Authority. 

6.  This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[seal]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

[P.  R.  Doc.  61-6342;  Filed,  May  31.  1951; 

8:52  a.  m.] 


[NS A  Order  29  (DRO-24)  ] 

DRO-24 — Rates  on  Grain  in  Bulk 
Between  United  States  Ports  and 
Greece 
Eec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  ‘’Warshlpvoy’' 
form  of  charter  as  revised  August  15, 
1944. 

AuTHORiry;  Sections  1  and  2  Issued  under 
sec.  204,  49  Stat.  1987,  as  amended;  46  U.  S.  C. 
1114. 

Section  1.  What  this  order  does. 
This  order  hereby  authorizes  the  follow¬ 
ing  freight  rates  and  charter  terms  and 
conditions  for  the  transportation  of  full 
cargoes  of  heavy  grain,  i.  e.,  wheat,  corn 
or  rye,  in  bulk,  under  “Warshlpvoy” 
form  of  charter  as  revised  August  15, 
1944,  in  vessels  operated  for  account  of 
the  National  Shipping  Authority,  from 
one  Atlantic,  Gulf  or  Pacific  Coast  port 
of  the  United  States  to  a  port  of  dis¬ 
charge  in  Greece,  effective  on  vessels 
commencing  to  load  on  and  after  June 
1,  1951. 

Sec.  2.  Freight  rates  and  charter 
terms  and  conditioris  required  under 
"  Warshlpvoy”  form  of  charter  as  revised 
August  15,  1944. 


[.All  rates  in  U.  S.  currency  ix'r  ton  of  2,240  jwund.sl 


From  United  States— 

To— 

Atlantic 

ports 

Oiilf 

ports 

Paeiflc 

ports 

I'lUras,  riraeus,  or 
Crete . 

$16.00 

$17.  50 

$21.00 

All  other  Orivk  imrts... 

16.25 

17. 75 

21.25 

Note;  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge,  within  the  same  general  area  or 
range,  add  fifty  cents  (50  cents)  U.  S.  Cur¬ 
rency  per  ton  for  each  additional  port  to  the 
highest  applicable  rate,  the  total  rate  thus 
formed  to  apply  on  the  entire  cargo.  Car¬ 


goes  for  more  than  one  port  of  loading  or 
discharge  shall  be  subject  to  negotiation  and 
mutual  agreement  between  the  owners  and 
charterers. 

The  following  clauses  are  to  be  in¬ 
serted  in  paragraphs  E,  P,  G,  H,  and  I 
of  Part  I  of  “Warshipvoy”: 

E.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth,  including,  if  applicable,  ad¬ 
ditions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  bill-of-lading  quantity  and  to  be  con¬ 
sidered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  ^ _ '  per  day  for  each 

and  every  day  of  pro  rata  for  part  of  a  day 
for  all  time  used  in  loading  or  discharging  in 
excess  of  allowed  laytime. 

Despatch:  No  despatch  payable  at  loading 
port.  Despatch  if  earned  at  discharging  port 
will  be  payable  at  the  rate  of  one-half  ( ) 
the  demurrage  rate  per  day  or  pro  rata  for 
part  of  a  day  for  all  laytime  saved  in  dis¬ 
charging. 

F.  Stevedoring:  Loading  and  trimming  to 
be  for  the  vessel’s  account;  discharging  ex¬ 
penses  to  be  for  the  charterer’s  account. 

G.  Loading  time:  A  maximum  of  five  (5) 
days,  Sundays  and  holidays  excepted  unless 
used,  shall  be  allowed  for  loading.  Time  lost 
In  loading  due  to  weather  preventing  loading 
shall  not  count  as  laytime. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  750  tons  per  day, 
Sundays  and  holidays  excepted  unless  used. 
Time  lost  in  discharging  due  to  weather 
preventing  discharge  shall  not  count  as 
laytime. 

I.  Special  provisions: 

1.  Laydays  not  reversible. 

2.  Any  bags  and/or  bagging  required  for 
safe  stowage  to  be  for  vessel’s  account. 

3.  Any  lightening  required  to  enable  vessel 
to  reach  her  destination  to  be  at  charterer’s 
risk  and  expense  and  time  occupied  to  count 
as  laytime. 

4.  General  average  clause:  The  adjust¬ 
ment  and  settlement  of  general  average 
claims,  pursuant  to  Clause  21,  Part  II  shall 
be  governed  by  the  York-Antwerp  Rules  of 
1950,  exclusive  of  Rule  22. 

5.  Wherever  the  words  “United  States 
Maritime  Commission’’  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean 
National  Shipping  Authority. 

6.  ’This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[seal]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

[F.  R.  Dec.  .'^1-6343;  Filed,  May  31.  1C51; 

8:52  a.  m.] 


(NSA  Order  30  (DRO-25)  ] 

DEO-25 — Rates  on  Grain  in  Bulk  Be¬ 
tween  United  States  Ports  and 
Turkey 
Sec. 

1.  What  this  order  does. 

2.  Freight  rates  and  charter  terms  and  con¬ 

ditions  required  under  “Warshipvoy” 
form  of  charter  as  revised  August  15, 
1944. 

Authority:  Sections  1  and  2  issued  under 
see.  204,  49  Stat.  1987,  as  amended:  46  U.  S,  C. 
1114. 


’  Insert  applicable  demurrage  rate,  1.  e., 
fifteen  hundred  dollars  ($1,500)  for  Liberty 
type  vessels  and  eighteen  hundred  dollars 
($1,800)  for  Victory  type  vessels. 


Section  1.  What  this  order  does.  This 
order  hereby  authorizes  the  following 
freight  rates  and  charter  terms  and  con¬ 
ditions  for  the  transportation  of  full 
cargoes  of  heavy  grain,  i.  e.,  wheat,  corn 
or  rye,  in  bulk,  under  “Warshipvoy” 
form  of  charter  as  revised'  August  15. 
1C44,  in  vessels  operated  for  account  of 
the  National  Shipping  Authority,  from 
one  Atlantic,  Gulf  or  Pacific  Coast  port 
of  the  United  States  to  a  port  of  dis¬ 
charge  in  Turkey,  effective  on  vessels 
commencing  to  load  on  and  after  June 
1,  1951. 

Sec.  2.  Freight  rates  and  charter  terms 
and  conditions  required  under  ‘‘Warship¬ 
voy”  form  of  charter  as  revised  August 
15,  1944. 

[All  rates  in  U.  S.  currency  per  ton  of  2,240 
pounds] 


From: 

U.  S.  Atlantic  ports _ $16.  50 

U.  S.  Gulf  ports— _ _  18.00 

U.  S.  Pacific  ports _  21.  50 


Note:  Foregoing  rates  apply  to  cargoes 
loaded  at  one  port  and  discharged  at  one 
port;  for  more  than  one  port  of  loading  or 
discharge,  within  the  same  general  area  or 
range,  add  fifty  cents  (50  cents)  U.  S.  Cur¬ 
rency  per  ton  for  each  such  additional  port 
to  the  highest  applicable  rate,  the  total  rate 
thus  formed  to  apply  on  the  entire  cargo. 
Cargoes  for  more  than  one  port  of  loading 
or  discharge  shall  be  subject  to  negotiation 
and  mutual  agreement  between  the  owners 
and  the  charterers. 

The  following  clauses  are  to  be  in¬ 
serted  in  paragraphs  E.  F,  G,  H,  and  I 
of  Part  I  of  “Warshipvoy”: 

E.  Freight  rate:  (Insert  applicable  rate  as 
above  set  forth,  including,  if  applicable,  ad¬ 
ditions  for  extra  ports  of  discharge.) 

Freight  fully  prepaid  in  the  United  States 
on  bill-of-lading  quantity  and  to  be  con¬ 
sidered  due  and  payable  and  earned  on  the 
cargo  as  taken  aboard,  vessel  and/or  cargo 
lost  or  not  lost. 

Demurrage:  Charterers  to  pay  demurrage 

at  the  rate  of  $ _ ‘  per  day  for  each 

and  every  day  or  pro  rata  for  part  of  a  day 
for  all  time  used  in  loading  or  discharging 
in  excess  of  allowed  laytime. 

Despatch:  No  despatch  payable  at  loading 
port.  Despatch  if  earned  at  discharging 
port  will  be  payable  at  the  rate  of  one-half 
( >/2 )  the  demurrage  rate  per  day  or  pro  rata 
for  part  of  a  day  for  all  laytime  saved  in 
discharging. 

F.  Stevedoring :  Loading  and  trimming 
expenses  shall  be  for  vessel’s  account;  dis¬ 
charging  expenses  shall  be  for  charterer’s 
account. 

G.  Loading  time:  A  maximum  of  five  (5) 
days,  Sundays  and  holidays  excepted  unless 
used,  shall  be  allowed  for  loading.  Time  lost 
in  loading  due  to  weather  preventing  loading 
shall  not  count  as  laytime. 

H.  Discharging  time:  Cargo  shall  be  dis¬ 
charged  at  the  rate  of  750  tons  per  day,  Sun¬ 
days  and  holidays  excepted  unless  used. 
Time  lost  in  discharging  due  to  weather  pre¬ 
venting  discharge  shall  not  count  as  laytime. 

I.  Special  provisions: 

1.  Lay  days  not  reversible. 

2.  Any  bags  and/or  bagging  required  for 
safe  stowage  to  be  for  vessel’s  account. 

3.  Any  lightening  required  to  enable  ves¬ 
sel  to  reach  her  destination  to  be  at  charter¬ 
er’s  risk  and  expense  and  time  occupied  to 
count  as  laytime. 

4.  General  average  clause:  The  adjustment 
and  settlement  of  general  average  claims, 
pursuant  to  Clause  21,  Fart  II  shall  be  gov¬ 
erned  by  the  York-Antwerp  Rules  of  1950, 
exclusive  of  Rule  22. 
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6.  Wherever  the  words  “United  States 
Maritime  Commission’*  appear  in  Part  II 
hereof  same  shall  be  understood  to  mean 
National  Shipping  Authority. 

6.  This  contract  is  subject  to  the  approval 
of  the  National  Shipping  Authority. 

[seal]  C.  H.  McGuire, 

Director, 

National  Shipping  Authority. 

[F.  R.  Doc.  51-6344:  Filed.  May  31,  1951; 
8:52  a.  m.) 


TITLE  36— PARKS,  FORESTS,  AND 
MEMORIALS 

Chapter  I — National  Park  Service, 
Department  of  the  Interior 

Part  20 — Special  Regulations 

FORT  JEFFERSON  NATIONAL  MONUMENT 

Section  20.27,  Fort  Jefferson  National 
Monument,  is  amended  by  the  addition 
of  paragraphs  (b),  (c),  and  (d),  reading 
as  follows: 

(b)  Prohibited  anchorage.  All  vessels 
are  prohibited  from  anchoring  in  the 
channels  immediately  surrounding  Gar¬ 
den  Key,  at  any  point  southerly  from 
and  between  marker  No.  1  of  the  East 
channel  and  marker  No.  1  of  the  West 
channel:  Provided,  That  passenger  car¬ 
rying  vessels  and  yachts  carrying  visitors 
to  historic  Fort  Jefferson  will  be  permit¬ 
ted  to  anchor  temporarily  within  the 
above-described  channel  in  such  a  man¬ 
ner  as  not  to  obstruct  the  passage  of 
other  vessels  or  craft.  No  vessels  shall 
be  moored  at  any  of  the  piers  of  Fort 
Jefferson  except  with  the  permission  of 
the  Superintendent. 

(c)  Dumping  of  refuse  prohibited. 
Dumping  of  trash,  oily  liquids  or  wastes, 
or  refuse  of  any  kind  in  the  waters  or  on 
the  beaches  or  lands  of  the  national 
monument  is  prohibited. 

(d)  Protection  of  wildlife.  Landing  in 
any  area  which  is  used  as  a  nesting  or 
roosting  place  by  summer  nesting  birds, 
or  the  molesting  of  any  terrestrial  wild¬ 
life,  is  prohibited.  The  Superintendent 
may,  upon  application  of  qualified  per¬ 
sons.  issue  permits  to  study  or  photo¬ 
graph  the  birds  at  roosting  or  nesting 
sites. 

(39  Stat.  535,  as  amended;  16  U.  S.  C.  3) 

Issued  this  24th  day  of  May  1951. 

[seal]  Dale  E.  Doty, 

Acting  Secretary  of  the  Interior. 

[F.  R.  Doc.  51-6291;  Filed.  May  31.  1951; 
8:45  a.  m.] 

TITLE  38— PENSIONS,  BONUSES, 
AND  VETERANS’  RELIEF 

Chapter  I — ^Veterans’  Administration 

Part  1 — General  Provisions 

INSTRUCTIONS  RELATING  TO  OVERPAYMENTS 
OR  ILLEGAL  PAYMENTS  OF  INSURANCE 

Immediately  below  §  1.627  add  the  cen- 
terhead  “Provisional  Regulations”  and 
insert  new  §  1.985. 


§  1.985  Instructions  relating  to  over^ 
payments  or  illegal  payments  of  insur¬ 
ance  made  to  an  insured  under  the 
National  Service  Life  Insurance  Act  and 
the  World  War  Veterans’  Act.  Under  the 
existing  authority  of  Veterans’  Adminis¬ 
tration  insurance  procedures,  provision  is 
made  for  the  recovery  of  any  insurance 
indebtedness  which  resulted  from  an 
overpayment  or  illegal  payment  of  divi¬ 
dends,  loans,  refund  of  premiums,  or  any 
over-payment  or  illegal  payment  made  to 
the  insured  under  a  United  States  Gov¬ 
ernment  life  insurance  or  a  National 
Service  life  insurance  contract.  It  has 
been  determined  that  such  an  indebted¬ 
ness  will  not  be  waived,  and,  unless  re¬ 
paid,  an  interest  bearing  lien  will  be 
established  against  the  insurance  and 
collected  from  any  future  settlement. 
However,  this  does  not  preclude  the  sub¬ 
mission  of  any  case  to  the  central  com¬ 
mittee  on  waivers  and  forfeitures  or  to 
the  field  committees  on  waivers  if  there 
are  other  Veterans*  Administration  bene¬ 
fits  payable  from  which  the  indebtedness 
may  be  recovered.  Accordingly,  the  fol¬ 
lowing  instructions  are  for  the  guidance 
and  observance  of  all  persons  concerned : 

(a)  If  any  such  indebted  insured  is 
entitled  to  an  award  of  Veterans’  Admin¬ 
istration  benefits  other  than  insurance, 
the  central  committee  on  waivers  and 
forfeitures  or  the  field  committees  on 
W’aivers  upon  the  request  of  such  person 
will  consider  whether  the  collection  of 
the  insurance  indebtedness  out  of  such 
other  benefits  will  be  waived.  There¬ 
fore,  unless  the  indebted  insured  is  at 
the  time  of  his  request  entitled  to  an 
award  or  later  becomes  entitled  to  an 
award  of  Veterans  Administration  bene¬ 
fits,  other  than  insurance,  from  which 
recovery  may  be  effected,  the  case  will 
not  be  referred  to  such  committees  for 
consideration. 

(b)  In  no  event  shall  recovery  of  such 
insurance  overpayment  be  made  from 
benefits  other  than  insurance  to  which 
the  insured  or  other  indebted  person  is 
or  may  be  entitled  until  30  days  after 
the  potential  payee  has  been  informed 
of  his  right  to  submit  a  request  for 
waiver. 

(c)  If  the  statutory  provisions  as  con¬ 
tained  in  section  28,  World  War  Veter¬ 
ans’  Act,  or  section  609,  Public  Law  801, 
76th  Congress,  are  met,  a  committee  on 
waivers  may: 

(1)  Waive  or  deny  waiver  of  collection 
of  an  indebtedness  (subject  to  the  re¬ 
strictions  provided  in  this  section  that 
there  shall  be  no  waiver  of  recovery  of 
the  indebtedness  from  the  insurance 

y  where  the  person  overpaid  is  the  in¬ 
sured)  . 

(2)  Determine  that  “There  shall  be  no 

recovery  out  of _ ”  (spec¬ 

ifying  fully  the  benefits  payable  to  the 
person  indebted  and  to  which  relief  is 
applicable). 

(3)  Determine  that  “There  shall  be 

no  recovery  out  of  benefits  payable  ex¬ 
cept  _ ”  (specifying 

W’hich  benefits  shall  be  subject  to  set 
off). 

(d)  Where  the  insured  has  been  over¬ 
paid  and  the  decision  of  the  central  com¬ 


mittee  on  waivers  and  forfeitures  or  the 
field  committee  on  waivers  grants  a 
general  or  qualified  waiver  of  the  re¬ 
covery  of  such  insurance  indebtedness 
from  other  Veterans’  Administration 
benefits,  the  certificate  of  waiver  shall 
include  a  statement  that  such  waiver 
does  not  affect  the  Government’s  right 
to  recover  the  amount  from  moneys 
otherwise  payable  by  reason  of  the 
insurance. 

(e)  The  appropriate  finance  ac¬ 
tivity  will  submit  to  the  central  com¬ 
mittee  on  waivers  and  forfeitures  or  the 
field  committee  on  waivers  any  insurance 
overpayment  proper  for  consideration 
under  this  section,  which  submission  will 
furnish  full  information  regarding  other 
monetary  benefits  to  which  the  person 
overpaid  may  be  entitled  and  to  which 
relief  is  applicable.  (Instruction  No.  1, 
section  609,  Title  VI,  Public  Law  801, 
76th  Congress,  and  section  28  of  the 
World  War  Veterans  Act  of  1924,  as 
amended) 

(Sec.  5,  43  Stat.  608,  as  amended,  sec.  2,  46 
Stat.  1016;  38  U.  S.  C.  11a,  426) 

This  regulation  is  effective  June  1, 
1951. 

[SEAL]  O.  W.  Clark, 

Deputy  Administrator. 

[F.  R.  Doc.  51-6347;  Filed,  May  31,  1951; 

8:53  a.  m.] 


TITLE  43— PUBLIC  LANDS; 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage¬ 
ment,  Department  of  the  Interior 

Appendix — Public  Land  Orders 
[Public  Land  Order  723] 

Alaska 

TRANSFERRING  A  CERTAIN  TRACT  OF  PUBLIC 
LAND  FROM  THE  FEDERAL  COMMUNICATIONS 
COMMISSION  TO  THE  DEPARTMENT  OF  THE 
ARMY  FOR  USE  IN  CONNECTION  WITH  THE 
ALASKA  COMMUNICATIONS  SYSTEM 

By  virtue  of  the  authority  vested  in  the 
President,  and  pursuant  to  Executive  Or¬ 
der  No.  9337  of  April  24, 1943,  it  is  ordered 
as  follows: 

Subject  to  valid  existing  rights,  the  fol¬ 
lowing-described  tract  of  public  land 
within  the  Tongass  National  Forest, 
Alaska,  which  was  withdrawn  by  Public 
Land  Order  No.  175  of  September  29, 
1943,  from  all  forms  of  appropriation 
under  the  public-land  laws,  including  the 
mining  and  mineral-leasing  laws,  and 
reserved  for  use  of  the  Federal  Commu¬ 
nications  Commission  as  a  radio-moni¬ 
tor  station  site,  is  hereby  transferred 
from  the  Federal  Communications  Com¬ 
mission  to  the  Department  of  the  Army 
for  use  in  connection  with  the  Alaska 
Communications  System: 

Beginning  at  a  point  on  the  line  of  ordinary 
high  tide  on  Favorite  Channel  between  Point 
Lena  and  Point  Louisa,  from  which  Corner  No. 
1  of  Forest  Service  Special  Use  Permit  survey 
shown  on  map  of  Section  No.  9,  Glacier  High¬ 
way  Development  Plan,  Tongass  National 
Forest,  as  surveyed  by  Chas.  W.  Forward  in 
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1935,  and  filed  with  the  Forest  Service,  United 
States  Department  ol  Agriculture,  Washing¬ 
ton,  D.  C.,  bears  approximately  S.  32*  E.,  6.40 
chains,  latitude  58*23'44"  N.,  longitude 

134  45'56''  W. 

Prom  the  initial  point: 

N.  49*15'  E.,  12.80  chs.,  parallel  to  line  1-2 
of  said  survey,  to  a  point  on  line  2-3,  from 
which  Corner  No.  2  bears  S.  4*45'  E.,  7.42 
chs.; 

N.  4*45'  W.,  32.88  chs.,  to  Corner  No.  3; 

S.  76*40'  W.,  12.20  chs.,  to  Corner  No.  4; 

S.  59*00'  W.,  2.50  chs.,  to  Corner  No.  5; 

N.  40*00'  W.,  2.80  chs.,  to  Corner  No.  6,  on 
line  of  ordinary  high  tide,  Lena  Cove; 

Westerly  and  southeasterly  along  line  of 
ordinary  high  tide,  around  Point  Lena,  to  the 
place  of  beginning. 

The  area  described  contains  105  acres. 

This  order  shall  take  precedence  over 
but  not  otherwise  affect  Proclamation 
No.  846  of  February  16.  1909,  adding  the 
above-described  land  to  the  Tongass  Na¬ 
tional  Forest. 

Dale  E.  Doty, 

Acting  Secretary  of  the  Interior. 

May  24.  1951. 

|P.  R.  Doc.  51-6292;  Piled,  May  31,  1951; 

8:45  a.  m.] 


( Public  Land  Order  724  ] 

Alaska 

WITHDRAWING  PUBLIC  LAND  FOR  THE  USE  OP 

THE  DEPARTMENT  OF  THE  ARMY  FOR  MILI¬ 
TARY  PURPOSES 

By  virtue  of  the  authority  vested  in  the 
President  and  pursuant  to  Executive  Or¬ 
der  No.  9337  of  April  24, 1943,  it  is  ordered 
as  follow's: 

Subject  to  valid  existing  rights,  the  fol¬ 
lowing-described  public  land  in  Alaska  is 
hereby  withdrawn  from  all  forms  of  ap¬ 
propriation  under  the  public-land  laws, 
including  the  mining  and  mineral-leas¬ 
ing  laws,  and  reserved  for  the  use  of  the 
Department  of  the  Army  for  military 
purposes: 

Seward  Meridian 

T.  13  N.,  R.  3  W., 

Sec.  21,  NVzSEVi. 

The  area  described  contains  80  acres. 

This  order  shall  take  precedence  over 
but  not  otherwise  affect  Public  Land  Or¬ 
der  No.  576  of  March  29,  1949,  reserving 
lands  under  the  jurisdiction  of  the  Sec¬ 
retary  of  the  Interior  for  institutional 
and  residential  use  for  Territorial,  State, 
and  Federal  Governments,  so  far  as  such 
order  affects  the  above-described  land. 

There  is  reserved  for  the  use  of  the 
Alaska  Housing  Authority  a  right-of- 
way  for  an  access  road  through  the 
southwest  corner  of  the  tract  described. 

It  is  intended  that  the  land  described 
above  shall  be  returned  to  the  adminis¬ 
tration  of  the  Department  of  the  In¬ 
terior  when  it  is  no  longer  needed  for  the 
purpose  for  which  it  is  reserved. 

Dale  E.  Doty, 

Acting  Secretary  of  the  Interior. 

May  24.  1951. 

IF.  R.  Doc.  51-6293;  Filed,  May  31,  1951; 

8:45  a.  m.] 
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TITLE  46— SHIPPING 

Chapter  I — Coast  Guard,  Department 
of  the  Treasury 

Subchapter  B — Merchant  Marine  Officers  and 
Seamen* 

[CGFR  51-24] 

Part  12 — Certification  of  Seamen 

Subpart  12.02 — General  Requirements 
FOR  Certification 

COLLECTION  OF  FEES  FOR*  DUPLICATE 

documents 

The  amendment  to  46  CFR  12.02-23 
(c)  is  to  change  the  procedure  and  prac¬ 
tice  of  collecting  fees  for  duplicate  docu¬ 
ments  from  the  time  the  seaman  files  an 
application  for  duplicate  documents  to 
the  time  the  duplicate  documents  are 
issued  to  the  seaman.  This  change  in 
procedure  is  necessary  because  it  is  not 
always  possible  to  determine  the  exact 
fee  to  be  collected  for  duplicate  docu¬ 
ments  at  the  time  the  application  is  filed 
and  in  some  instances  it  is  necessary  to 
reject  a  seaman’s  application  for  dupli¬ 
cate  documents  for  reasons  of  security 
or  otherwise.  Since  the  fees  collected 
are  turned  in  to  the  United  States  Treas¬ 
ury  before  the  duplicate  documents  may 
be  is.sued  to  the  seaman,  it  is  not  possible 
for  the  Coast  Guard  to  refund  the  fees 
collected  if  the  documents  are  withheld 
or  if  the  fee  has  been  incorrectly  calcu¬ 
lated.  In  such  a  case  it  is  necessary  for 
the  seaman  to  file  a  claim  for  the  fee 
with  the  United  States  General  Account¬ 
ing  Office.  In  order  to  reduce  unneces¬ 
sary  paper  work  and  to  make  it  easier  to 
calculate  the  fees  for  duplicate  docu¬ 
ments,  the  procedures  and  practices  in 
connection  with  the  issuance  of  dupli¬ 
cate  documents  are  revised  to  require  the 
payment  of  such  fees  at  the  time  the 
duplicate  documents  may  be  given  to  the 
seaman.  Because  this  amendment 
merely  changes  the  procedures  and  prac¬ 
tices  regarding  the  collection  of  fees 
from  seamen  for  duplicate  documents,  it 
is  hereby  found  that  compliance  with 
the  notice  of  proposed  rule  making,  pub¬ 
lic  rule  making  procedure  thereon,  and 
effective  date  requirements  of  the  Ad¬ 
ministrative  Procedure  Act  is  unneces¬ 
sary. 

By  virtue  of  the  authority  vested  in 
me  as  Commandant,  United  States  Coast 
Guard,  by  Treasury  Department  Order 
No.  120,  dated  July  31,  1950  (15  F.  R. 
6521),  to  promulgate  regulations  in  ac¬ 
cordance  with  the  statutes  cited  with  the 
regulations  below,  the  following  amend¬ 
ment  to  the  regulations  is  prescribed 
which  shall  become  effective  on  the  date 
of  publication  of  this  document  in  the 
Federal  Register: 

Section  12.02-23  (c)  is  amended  to 
read  as  follows: 

§  12.02-23  Issuance  of  duplicate  doc- 
uments.  •  •  • 

(c)  Tire  seaman  shall  be  required  to 
pay  for  the  reissue  document  (if  pay¬ 
ment  is  required)  at  the  time  of  the 
issuance  of  such  document  to  him  and 
in  the  event  the  lost  document  is  found 
he  shall  be  required  to  surrender  same  to 
the  shipping  commissioner,  collector  or 


deputy  collector  of  customs,  or  the  Offi¬ 
cer  in  Charge,  Marine  Inspection.  If 
the  seaman  requests  a  certificate  of 
identification  in  lieu  of  a  lost  book,  or 
vice  versa,  he  shall  be  required  to  pay 
for  the  reissue  of  the  lost  document  at 
the  time  of  its  issuance  (if  payment  is 
required).  When  the  reissue  of  the 
document  is  issued  to  him,  he  may  then 
exchange  the  same  in  accordance  with 
the  regular  procedure. 

(R.  S.  4405,  4551,  49  Stat.  1544,  sec.  5,  55  Stat. 
244,  as  amended;  46  U.  S.  C.  375,  643,  367,  and 
60  U.  S.  C.  1275) 

Dated:  May  25.  1951. 

[seal]  Merlin  O’Neill, 

Vice  Admiral,  U.  S.  Coast  Guard. 

Commandant. 

[P.  R.  Doc.  51-6366;  Filed,  May  31,  1951; 
8:54  a.  m.j 


Subchapter  E — Load  Lines 
[CGFR  51-23] 

Part  46 — Subdivision  Load  Lines  for 
Passenger  "Vessels 

Subchapter  G — Ocean  and  Coastwise:  General 
Rules  and  Regulations 
[CGFR  51-23] 

Part  59 — Boats,  Rafts,  Bulkheads,  and 
Lifesaving  Appliances  (Ocean) 

Part  60 — Boats,  Rafts,  Bulkheads,  and 
Lifesaving  Appliances  (Coastwise) 

bulkheads  and  watertight  sliding  doors 
for  passenger  vessels 

A  notice  regarding  proposed  changes 
In  the  regulations  for  watertight  sliding 
doors  for  passenger  vessels  was  published 
in  the  Federal  Register  dated  August 
25,  1950  (15  F.  R.  57C6),  et  seq.,  as  Item 
XXIV  on  the  Agenda  to  be  considered 
by  the  Merchant  Marine  Council,  and  a 
public  hearing  w’as  held  by  the  Merchant 
Marine  Council  on  September  2C,  1950. 
The  amendments  to  46  CFR  46.30,  46.32, 
46.38,  46.42,  59.64,  60.57,  76.57,  80  2,  94.56, 
98.2,  113.50,  117.2,  and  163.001-1  to 
163.001-8,  inclusive,  regarding  bulk¬ 
heads,  subdivision,  and  watertight  in¬ 
tegrity  of  passenger  vessels  or  ferry  ves¬ 
sels  to  improve  the  standard  of  safety 
and  to  eliminate  inconsistencies  between 
the  various  regulations  and  to  adequately 
describe  these  requirements,  were  pub¬ 
lished  in  the  Federal  Register  dated 
February  6.  1951  (16  F.  R.  1073-1088). 
In  adopting  the  specification  for  sliding 
W'atertight  doors  (and  door  controls)  for 
merchant  vessels  certain  requirements 
were  made  which  duplicate  or  conflict 
with  the  requirements  in  other  regula¬ 
tions  in  46  CFR  46.21,  46.22,  46.23,  46.24, 
and  46.25.  The  purpose  for  the  follow¬ 
ing  amendments  is  to  editorially,  correct 
the  requirements  and  in  cases  o*f  dupli¬ 
cation  to  cancel  the  duplicate  require¬ 
ments.  These  changes  do  not  introduce 
any  additional  requirements  that  are  not 
presently  required. 

The  purpose  of  the  amendments  to  46 
CFR  46.21, ‘46.22,  46.23,  46.24,  and  46.25 
is  editorial  in  nature  and  cancels  dupli¬ 
cating  or  conflicting  requirements  with 
those  published  in  the  Federal  Register 
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of  February  6, 1951.  The  reason  for  can¬ 
celing  46  CPU  59.64a  and  60.57a  is  to 
remove  conflicting  requirements  because 
these  vessels  are  now  covered  by  the  re¬ 
quirements  in  46  CFR  59.64  and  60.57. 
Because  the  following  amendments  to  46 
CFR  46.21,  46.22,  46.23,  46.24,  46.25, 
59.64a,  and  60.57a  are  editorial  in  nature 
and  cancel  duplicate  requirements  or  re¬ 
vise  the  requirements  to  agree  with  those 
publisjjed  in  the  Federal  Register  on 
February  6,  1951,  it  is  hereby  found  that 
compliance  with  the  notice  of  proposed 
rule  making,  public  rule  making  proce¬ 
dure  thereon,  and  effective  date  require¬ 
ments  of  the  Administrative  Procedure 
Act  is  impracticable  and  contrary  to  the 
public  interest. 

By  virtue  of  the  authority  vested  in 
me  as  Commandant,  United  States  Coast 
Guard,  by  Treasury  Department  Order 
No.  120,  dated  July  31,  1950  (15  F.  R. 
6521),  to  promulgate  regulations  in  ac¬ 
cordance  with  the  statutes  cited  with  the 
regulations  below,  the  following  amend¬ 
ments  to  the  regulations  are  prescribed 
which  shall  become  effective  on  and  after 
the  date  of  publication  of  this  document 
in  the  Federal  Register. 

1.  Section  46.21  is  amended  to  read  as 
follows : 

§  46.21  Watertight  doors,  types,  (a) 
The  only  types  of  watertight  doors  per¬ 
missible  are  hinged  doors,  sliding  doors, 
and  doors  of  other  equivalent  patterns, 
excluding  plate  doors  secured  only  by 
bolts  and  doors  required  to  be  closed  by 
dropping  or  by  the  action  of  a  dropping 
weight. 

(b)  The  permissible  classes  of  doors 
are; 

Class  1:  Hinged  doors. 

Class  2;  Sliding  doors,  operated  by 
hand  gear  only. 

Class  3:  Sliding  doors,  operated  by 
power  and  by  hand  gear. 

2.  Section  46.22  is  amended  by  chang¬ 
ing  paragraphs  (e),  (f),  and  (g)  to  read 
as  follows: 

§  46.22  Doors,  location  of  allowed 
types.  *  *  * 

(e)  Doors  that  may  be  opened  at  sea. 
When  any  watertight  doors  which  may 
sometimes  be  opened  at  sea,  excluding 
those  at  the  entrance  to  tunnels,  are 
fitted  in  the  main  transverse  watertight 
bulkheads  at  such  a  height  that  their 
sills  are  below  the  deepest  subdivision 
load  line,  the  following  rules  of  this 
paragraph  shall  apply,  subject  to  class  3 
doors  being  required  in  special  cases. 
(See  paragraphs  (f)  and  (g)  of  this 
section. ) 

(1)  When  the  number  of  such  doors 
exceeds  5,  all  the  watertight  sliding  doors 
whose  sills  are  below  the  deepest  sub¬ 
division  load  line  shall  be  of  class  3, 
capable  of  being  simultaneously  closed 
from  a  station  situated  on  the  bridge. 

(2)  When  the  number  of  such  doors 
does  not  exceed  5,  all  the  watertight 
doors  whose  sills  are  below  the  deepest 
subdivision  load  line  may  be  of  class  2 
if  the  Criterion  Numeral  does  not  exceed 
30,  and  shall  be  of  class  3  if  the  Criterion 
Number  exceeds  30. 

(f)  Doors  between  coal  bunkers.  (1) 
Watertight  doors  fitted  in  bulkheads  be¬ 
tween  permanent  and  reserve  coal  bunk¬ 


ers  shall  be  always  accessible  except  as 
provided  in  the  following  subparagraph 
for  ’tween  deck  bunker  doors.  Screens 
shall  be  fitted  or  other  arrangements 
provided  to  prevent  coal  from  interfer¬ 
ing  with  the  closing  of  watertight  coal 
bunker  doors- 

(2)  If  watertight  doors  which  have 
sometimes  to  be  opened  at  sea  for  the 
purpose  of  trimming  coal  are  fitted  be¬ 
tween  bunkers  in  the  ’tween  decks  below 
the  bulkhead  deck,  these  doors  shall  be 
of  class  3. 

(g)  Doors  in  trunkway s  with  refriger¬ 
ated  cargo.  When  trunkways  in  connec¬ 
tion  with  refrigerated  cargo  are  carried 
through  more  than  one  main  transverse 
watertight  bulkhead  and  the  sills  of  the 
openings  are  less  than  7  feet  above  the 
deepest  subdivision  load  line  the  water¬ 
tight  doors  at  such  openings  shall  be  of 
class  3. 

3.  Section  46.23  is  amended  to  read  as 
follows: 

§  46.23  Watertight  doors,  operation 
and  fittings — (a)  Hinged  watertight  door 
fittings.  Hinged  watertight  doors  (class 
1)  shall  be  fitted  with  catches  workable 
from  either  side  of  the  bulkhead  so 
spaced  that  the  door  can  be  made  effec¬ 
tively  watertight.  In  the  case  of  a  door 
which  is  required  to  be  closed  before  the 
voyage  commences  and  kept  closed  all 
during  the  voyage,  the  catches  may  be 
fitted  to  operate  from  one  side  only,  pro¬ 
vided  it  be  shown  that  under  all  operat¬ 
ing  conditions  the  door  shall  be  always 
closed  from  the  one  side. 

(b)  Sliding  door  operating  gear.  The 
hand  closing  gear  for  sliding  doors  is  to 
be  accessible  in  all  cases  and  capable  of 
being  operated  both  at  each  side  of  the 
door  itself  and  from  above  the  bulkhead 
deck. 

(c)  Power  doors,  control.  The  power 
gear  for  closing  doors  of  class  3  shall  be 
operated  from  a  central  control  in  an 
accessible  position  above  the  bulkhead 
deck.  The  central  control  stations  for 
power  doors  required  under  the  provi¬ 
sions  of  §  46.22  (e)  (1)  shall  be  on  the 
bridge.  The  power  gear  shall  be  so  ar¬ 
ranged  that  it  can  be  operated  from  each 
side  of  the  door  itself,  and  also  so  that 
the  door  if  opened  by  this  local  control 
after  being  closed  from  the  central  con¬ 
trol  will  reclose  automaticaly.  'The  ar¬ 
rangement  shall  also  be  such  that  the 
door  can  be  kept  closed  from  the  local 
control  so  that  it  cannot  be  opened  from 
the  central  control.  Power  doors  shall 
also  be  fitted  with  hand  gear  as  required 
in  paragraph  (b)  of  this  section.  'The 
arrangements  shall  be  such  that  in  the 
event  that  the  power  gear  is  disabled  it 
will  in  no  way  interfere  with  the  efficient 
operation  of  the  hand  gear. 

(d)  Door  indicators.  In  all  classes  of 
doors  indicators  shall  be  fitted  at  all  op¬ 
erating  stations  other  than  at  the  door 
itself  showing  whether  the  doors  are  open 
or  closed  and  at  all  operating  stations 
directions  for  closing  the  doors  should  be 
clearly  marked. 

(e)  Power  door  warning  signals. 
Where  power  doors  in  passenger,  crew, 
or  working  spaces  are  capable  of  being 
closed  from  a  position  from  which  the 
doors  are  not  visible,  sound  signals  for 
giving  warning  when  they  are  about  to 


be  closed  are  to  be  provided.  These 
signals  shall  be  of  the  electric  horn  or 
howler  type. 

4.  Section  46.24  is  amended  to  read  as 
follows : 

§  46.24  Watertight  doors,  design  and 
installation.  The  design  of  all  water¬ 
tight  doors  shall  be  subject  to  approval 
by  the  Commandant,  U.  S.  Coast  Guard. 
For  specification  requirements  on  design 
and  installation  of  sliding  watertight 
doors  see  Subpart  163.001,  of  Subchapter 
Q  (Specifications)  of  this  chapter, 

5.  Section  46.25  is  amended  to  read  as 
follows : 

§  46.25  Watertight  doors,  tests.  The 
requirements  for  testing  sliding  water¬ 
tight  doors  and  controls  are  specified  in 
Subpart  163.001,  of  Subchapter  Q  (Spec¬ 
ifications)  of  this  chapter. 

(Sec.  2,  49  Stat.  888,  as  amended;  46  U.  S.  C. 
88a) 

6.  Section  59.64a  Bulkheads  on  pas¬ 
senger  vessels  100  gross  tons  and  over 
is  canceled. 

(R.  S.  4405,  4417,  4426,  4490,  49  Stat.  1384, 
54  Stat.  346,  sec.  5,  55  Stat.  244,  as  amended; 
46  U.  S.  C.  375,  391,  404,  482,  483,  367,  1333, 
and  50  U.  S.  C.  1275) 

7.  Section  60.57a  Bulkheads  on  pas¬ 
senger  vessels  100  gross  tons  and  over  is 
canceled. 

(R.  S.  4405,  4417,  4426,  4490,  49  Stat.  1384, 
54  Stat.  346,  sec.  5,  55  Stat.  244,  as  amended; 
46  U.  S.  C.  375,  391,  404,  482,  483,  367,  1333, 
and  50  U.  S.  C.  1275) 

Dated:  May  25,  1951. 

[seal]  Merlin  O’Neill, 

Vice  Admiral,  U.  S.  Coast  Guard, 
Commandant. 

[F.  R.  Doc.  51-6365;  Piled,  May  31,  1951;, 
8:54  a.  m.] 


Subchapter  Q — Specifications 
(CGFR  51-25] 

Part  164 — Materials 

Subpart  164.009 — Incombustible  Ma¬ 
terials  FOR  Merchant  Vessels 

asbestos  millboard 

The  purpose  for  the  amendment  to  45 
CFR  164.009-2  (b)  is  to  add  asbestos 
millboard  meeting  the  requirements  of 
Federal  Specification  HH-M-351a  to  the 
items  of  material  which  are  automati¬ 
cally  accepted  as  meeting  the  specifica¬ 
tion  requirements  of  46  CFR  Subpart 
164.009.  Since  this  material  has  been 
used  in  “Bulkhead  Panels’’  approved 
under  46  CFR  Subpart  164.008  and  as 
the  material  is  generally  in  good  supply 
throughout  the  country,  it  is  felt  that  it 
will  be  advantageous  to  the  public  to 
automatically  accept  asbestos  millboard 
meeting  the  Federal  Specification  HH- 
M-351a  rather  than  to  specifically  ap¬ 
prove  and  separately  list  the  asbestos 
millboard  made  by  each  manufacturer. 
Because  this  amendment  removes  a  re¬ 
striction  and  will  expedite  the  use  of 
incombustible  material  in  the  construc¬ 
tion,  repair,  or  alteration  of  merchant 
vessels,  it  is  hereby  found  that  compli¬ 
ance  with  the  notice  of  proposed  rule 
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making,  public  rule  making  procedure 
thereon,  and  effective  date  requirements 
of  the  Administrative  I»rocedure  Act  is 
unnecessary  and  contrary  to  the  public 
interest. 

By  virtue  of  the  authority  vested  in  me 
as  Commandant,  United  States  Coast 
Guard,  by  Treasury  Department  Order 
No.  120,  dated  July  31,  1950  (15  F.  R. 
6521),  to  promulgate  regulations  in  ac¬ 
cordance  with  the  statutes  cited  with  the 
regulations  below,  the  following  amend¬ 
ment  to  the  regulations  is  prescribed 
which  shall  become  effective  upon  the 
date  of  publication  of  this  document  in 
the  Federal  Register. 

Section  164.009-2  is  amended  by  add¬ 
ing  a  new  subparagraph  (4)  to  para¬ 
graph  (b),  reading  as  follows: 

§  164.009-2  Material  •  •  • 

(b)  •  •  • 

(4)  Asbestos  millboard  meeting  the  re¬ 
quirements  of  Federal  Specification  HH- 
M-351a. 

(R.  S.  4405,  as  amended,  sec.  5,  49  Stat.  1384, 
as  amended,  46  U.  S.  C.  375,  369.  Interpret 
or  apply  R.  S.  4417a,  as  amended,  4426,  as 
amended,  49  Stat.  1544,  54  Stat.  346,  1028,  sec. 
5,  55  Stat.  244,  as  amended,  46  U.  S.  C.  1, 
391a,  404,  367,  1333,  463a,  50  U.  S.  C.  1275) 

Dated:  May  25,  1951. 

rsEALl  Merlin  O’Neill, 

Vice  Admiral  U.  S.  Coast  Guard, 
Commandant. 

|P.  R.  Doc.  51-6363;  Piled,  May  31.  1951; 

8:54  a.  m.] 


TITLE  47— .TELECOMMUNI¬ 
CATION 

Chapter  I — Federal  Communications 
Commission 

[Docket  No.  9959] 

Part  64 — ^Miscellaneous  Rules  Relating 
TO  Common  Carriers 

CHARGES  FOR  U.  S.  GOVERNMENT  TELEGRAPH 

communications;  common  carriers 

At  a  session  of  the  Federal  Communi¬ 
cations  Commission  held  at  its  offices  in 
Washington,  D.  C.,  on  the  29th  day  of 
May  1951; 

The  Commission,  having  under  con¬ 
sideration  the  matter  of  the  amendment 
of  §  64.310  Term,  pf  Subpart  C  (United 
States  Government  Foreign  and  Over¬ 
seas  Telegraph  Communications),  of 
Part  64  of  the  Commission’s  rules  and 
regulations;  and  also  having  under  con¬ 
sideration  its  notice  of  proposed  rule 
making  adopted  herein  on  May  2,  1951, 
and  published  in  the  Federal  Register 
on  May  10.  1951  (16  F.  R.  4342)  in  ac¬ 
cordance  with  section  4  (a)  of  t;he 
Administrative  Procedure  Act; 

It  appearing,  that  the  period  in  which 
interested  persons  were  afforded  an  op¬ 
portunity  to  submit  comments  expired 
on  May  21,  1951  and  that  no  comments 
were  received; 

It  further  appearing,  that  it  is  in  the 
public  interest  to  amend  Subpart  C  in 
order  to  extend  the  term  thereof; 


It  further  appearing,  that  the  amend¬ 
ments  herein  ordered  are  issued  under 
authority  of  sections  4  (i)  and  601  (b)  of 
the  Communications  Act  of  1934,  as 
amended,  and  pursuant  to  the  provisions 
of  the  permits  or  licenses  granted  by  the 
President  of  the  United  States,  giving 
the  Postmaster  General  authority  to  fix 
rates  and  charges  for  United  States 
Government  telegraph  communications 
transmitted  by  any  carrier  or  carriers 
subject  to  the  terms  of  such  permits  or 
licenses,  which  authority  was  trans¬ 
ferred  to  the  Commission  by  section  601 
(b)  of  the  Communications  Act; 

It  is  ordered.  That  effective  July  1, 
1951,  §  64.310  of  Subpart  C  of  Part  64 
of  the  Commission’s  rules  and  regula¬ 
tions  is  amended  to  read  as  follows: 

§  64.310  Term.  The  provisions  of 
Subpart  C  shall  continue  in  effect 
through  June  30. 1952,  unless  changed  by 
order  of  the  Commission. 

Released:  May  29,  1951. 

(Sec.  4,  48  stat.  1066,  as  amended;  47  U.  S.  C. 
154.  Interprets  or  applies  sec.  601,  48  Stat. 
1011;  47  U.  S.  C.  601) 

Federal  Communications 
Commission, 

[seal]  T.  J.  Slowie, 

Secretary. 

[F.  R.  Doc.  61-6400;  Filed,  May  31,  1951; 
8:57  a.  m.) 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Indian  Affairs 

[  25  CFR,  Part  130  ] 

San  Carlos  Indian  Irrigation  Project, 
Arizona 

ORDER  fixing  OPERATION  AND  MAINTENANCE 
CHARGES 

Pursuant  to  section  4  (a)  of  the  Ad¬ 
ministrative  Procedure  Act  of  June  11, 
1946  (60  Stat.  238)  and  by  virtue  of  au¬ 
thority  delegated  by  the  Secre^^ary  of 
the  Interior  to  the  Commissioner  of 
Indian  Affairs,  September  14,  1946  (11 
F.  R.  10297),  and  because  of  lack  of  suf¬ 
ficient  time,  notice  is  hereby  given  of 
the  intention  to  modify  paragraph  (a) 
of  §  130.63  Assessme7its,  joint  works  of 
Title  25,  Code  of  Federal  Regulations, 
dealing  with  operation  and  maintenance 
assessments  against  the  irrigable  lands 
of  the  San  Carlos  irrigation  project, 
Arizona,  by  increasing  the  annual  basic 
assessment  from  $80,000  to  $120,000  per 
annum  and  the  rate  of  assessment  from 
80  cents  per  acre  to  $1.20  per  acre  for 
each  acre  of  land. 

§  130.63  Assessments,  joint  works. 
(a)  Pursuant  to  the  act  of  Congress 
approved  June  7, 1924  (43  Stat.  476)  and 
supplementary  acts,  and  the  repayment 
contracts  of  June  8,  1931,  as  amended, 
between  the  United  States  and  the  San 


Carlos  irrigation  and  drainage  district, 
and  in  accordance  with  applicable  pro¬ 
visions  of  the  order  of  the  Secretary  of 
the  Interior  of  June  15,  1938  (§§  130.69a 
to  130.69m),  the  cost  of  the  operation 
and  maintenance  of  the  Joint  Works  of 
the  San  Carlos  Indian  irrigation  project 
for  the  fiscal  year  1953  is  estimated  to 
be  $120,000  and  the  rate  of  assessment 
for  the  said  fiscal  year  and  subsequent 
years  until  further  order,  is  hereby  fixed 
at  $1.20  for  each  acre  of  land. 

The  foregoing  changes  are  to  become 
effective  for  the  fiscal  year  1953  and 
continue  thereafter  until  further  notice; 
the  assessment  for  that  part  payable 
by  the  San  Carlos  irrigation  and  drain¬ 
age  district  being  due  in  advance  of 
such  fiscal  year  on  March  1;  for  that 
part  payable  for  the  50,000  acres  of  In¬ 
dian  land  W’ill  be  as  provided  in 
§§  130.110  to  130.116,  inclusive. 

Interested  persons  are  hereby  given 
opportunity  to  participate  in  prepar¬ 
ing  the  proposed  amendments  by  sub¬ 
mitting  their  views  and  data  or  argu¬ 
ment  in  writing  to  Ralph  M.  Gelvin, 
Aiea  Director,  Phoenix  Area  Office,  P.  O. 
Box  7007,  Phoenix,  Arizona,  on  or  before 
June  16,  1951. 

Ralph  M.  Gelvin, 
Area  Director. 

[F.  R.  Doc.  51-5694;  Filed,  May  31,  1951; 

10:26  a.  m.] 


[  25  CFR,  Part  130  1 

San  Carlos  Indian  Irrigation  Project 
Arizona 

ORDER  FIXING  OPERATION  AND  MAINTENANCE 
CHARGES 

Pursuant  to  section  4  (a)  of  the  Ad¬ 
ministration  Procedui’e  Act  of  June  11, 
1946  (60  Stat.  238)  and  by  virtue  of 
authority  delegated  by  the  Secretary  of 
the  Interior  to  the  Commissioner  of 
Indian  Affairs,  September  14,  1946  (11 
F.  R.  10297)  (Order  No.  2535),  and  be¬ 
cause  of  lack  of  sufficient  time,  notice 
is  hereby  given  of  intention  to  modify 
§  130.110  Basic  charge  (Tribal  and  Trust 
Patent  Indian  Lands)  of  Title  25,  Code 
of  Federal  Regulations,  dealing  with 
operation  and  maintenance  assessments 
against  the  irrigable  acreage  of  the  In¬ 
dian  lands  of  the  San  Carlos  Indian 
irrigation  project,  Arizona,  by  increas¬ 
ing  the  annual  basic  assessment  rate 
from  $3.50  per  acre  to  $3.90  per  acre 
for  each  acre  of  land. 

§  130.110  Basic  charge.  Pursuant  to 
the  provisions  of  section  10  of  the  act 
of  March  3.  1905  (33  Stat.  1081)  as 
amended  and  supplemented  by  the  acts 
of  August  24,  1912  (37  Stat.  522),  Au¬ 
gust  1,  1914  (38  Stat.  583,  25  U.  S.  C. 
385),  section  5  of  the  act  of  June  7, 
1924  (43  Stat.  476),  March  7,  1928  (45 
Stat.  210,  Title  25  U.  S  .C.  387),  and 
the  act  of  August  9,  1937  (50  Stat.  577), 
as  amended  by  the  act  of  May  9,  1938 
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(52  Stat.  291-305),  and  In  accordance 
with  the  public  notice  issued  on  Decem¬ 
ber  1,  1932,  operation  and  maintenance 
charges  are  assessable  against  the  50,- 
000  acres  of  tribal  lanjls  and  trust  pat¬ 
ent  Indian  lands  of  the  San  Carlos 
Indian  irrigation  project  within  the 
boundaries  of  the  Pima  Indian  Reserva¬ 
tion,  Arizona,  and  the  basic  rate  as¬ 
sessed  for  the  calendar  year  1953  and 
the  subsequent  years  unless  changed  by 
further  order,  is  hereby  fixed  at  $3.90  per 
acre.  Such  rate  shall  entitle  each  acre 
of  land  to  have  delivered  for  use  thereon 
two  (2)  acre-feet  of  water  per  acre  or 
its  proportionate  share  of  the  available 
water  supply. 

The  foregoing  changes  are  to  become 
effective  for  the  fiscal  year  1953  and 
continue  thereafter  until  further 
notice;  the  assessment  for  the  50,000 
acres  of  Indian  land  will  be  payable  as 
provided  in  §§  130,111  to  130.116,  in¬ 
clusive. 

Interested  persons  are  hereby  given 
opportunity  to  participate  in  preparing 
the  proposed  amendments  by  submit¬ 
ting  their  views  and  data  or  argument 
in  writing  to  Ralph  M.  Gelvin,  Area  Di¬ 
rector,  Phoenix  Area  Office,  P.  O.  Box 
7007,  Phoenix,  Arizona,  on  or  before  June 
16,  1951. 

Ralph  M.  Gelvin, 
Area  Director. 

(F.  R.  Doc.  51-5693:  Filed.  May  31,  1951; 

10:26  a.  m.] 


DEPARTMENT  OF  AGRICULTURE 

Bureau  of  Entomology  and  Plant 
Quarantine 

[  7  CFR,  Part  301  1 

Black  Stem  Rust 

NOTICE  OF  PROPOSED  RULE  MAKING 

Notice  is  hereby  given  under  section  4 
of  the  Administrative  Procedure  Act  (5 
U.  S.  C.  1003)  that  the  Secretary  of  Agri¬ 
culture,  pursuant  to  section  8  of  the  Plant 
Quarantine  Act  of  1912,  as  amended  (7 
U.  S.  C.  161) ,  is  considering  amending  the 
notice  of  the  Black  Stem  Rust  Quaran¬ 
tine  No.  38  (7  CFR  Supp.  301.38)  and 
§§  301.38-1  (b),  301.38-6  (a)  (1),  301.38- 
6  (b)  (l),and  301.38-7  (a)  of  the  regula¬ 
tions  supplemental  to  the  quarantine  (7 
CPR Supp.  301.38-1  (b),  301.38-6  (a)  (1), 
301.38-6  (b)  (1),  301.38-7  (a),  as  amend¬ 
ed,  15  F.  R.  757),  in  the  following  re¬ 
spects: 

1.  Amend  the  first  proviso  of  §  301.38 
to  read: 

Provided,  That  the  provisions  of  this 
quarantine  and  of  the  regulations  sup¬ 
plemental  hereto,  as  they  apply  to  the 
interstate  movement  of  regulated  plants 
and  parts  thereof  capable  of  propagation 
from  or  betw^een  the  eradication  States, 
as  defined  in  §  301.38-1  (e)  of  the  regula¬ 
tions  supplemental  hereto,  are  hereby 
conditioned  upon  such  regulation  by  such 
States  of  the  intrastate  movement  of  such 
plants  and  parts  thereof  and  the  enforce¬ 
ment  thereof  and  upon  such  enforcement 
of  other  control  and  sanitation  measures 
as  may  be  required  of  them  by  the  Sec¬ 
retary  of  Agriculture  and  as  shall  be  ade¬ 
quate  to  prevent  the  establishment  in 


such  States  of  berberis,  mahonia,  and 
mahoberberis  plants  not  known  to  be  re¬ 
sistant  to  the  disease. 

2.  Amend  §  301.38-1  (b)  to  read: 

(b)  Barberry,  mahonia,  and  mahober¬ 
beris  plants.  Plants  growing  on  their 
own  roots  or  parts  of  such  plants  capable 
of  propagation,  other  than  seeds  and 
fruits,  of  any  species,  horticultural  va¬ 
riety,  or  hybrid  within  the  genera  ber¬ 
beris,  mahonia,  and  mahoberberis. 

3.  Amend  §  301.38-6  (a)  (1)  to  read; 

(1)  Movement  is  prohibited  of  bar¬ 
berry,  mahonia,  and  mahoberberis 
plants,  other  than  those  designated  as 
rust-resistant,  except  that  parts  of 
mahonia  plants  without  roots  intended 
for  decorative  purposes  are  hereby 
exempt  from  the  requirements  of  these 
regulations.  Movement  is  also  pro¬ 
hibited  of  rust-resistant  barberry  and 
mahoberberis  plants  of  less  than  two 
seasons’  growth,  except  that  such  move¬ 
ment  is  authorized  in  any  case  w’here  a 
nurseryman  holding  a  valid  certificate 
of  inspection,  upon  application  to  the 
Chief  of  the  Bureau,  is  granted  authority 
in  writing  to  receive  rust- resistant  plants 
of  less  than  two  seasons’  grow’th  from 
another  nurseryman  holding  a  valid  cer¬ 
tificate  of  inspection,  provided  the  re¬ 
ceiving  nurseryman  shall  agree  that 
such  plants  (i)  will  be  retained  for  at 
least  two  growing  seasons  and  kept  sepa¬ 
rate  from  plants  eligible  for  movement, 
(ii)  will  be  available  for  examination  by 
an  inspector  prior  to  their  movement  to 
determine  their  trueness  to  species  and 
variety,  and  (iii)  will  be  immediately  de¬ 
stroyed  by  the  nurseryman  if  determined 
untrue  as  to  species  and  variety. 

4.  Amend  §  301.38-6  (b)  (1)  to  read: 

(1)  Movement  of  seeds  and  fruits  of 
barberry,  mahonia,  and  mahoberberis 
plants  into  the  eradication  States  is  pro¬ 
hibited  from  any  point  outside  thereof, 
except  that  such  movement  is  authorized 
in  any  case  where  a  nurseryman  possess¬ 
ing  a  valid  certificate  of  inspection,  upon 
application  to  the  Chief  of  the  Bureau, 
is  granted  authority  in  writing  to  obtain 
mahonia  seeds  from  sources  outside  the 
eradication  States  under  the  following 
conditions: 

(i)  The  receiving  nurseryman  shall 
state  the  location  of  the  plants  from 
which  the  seeds  will  be  obtained. 

(ii)  The  receiving  nurseryman  shall 
agree  (a)  that  he  will  obtain  such  seeds 
only  from  a  nurseryman  possessing  a 
valid  certificate  of  inspection,  (h)  that 
such  seeds  will  be  used  solely  for  grow¬ 
ing  commercial  stock  in  his  nursery,  (c) 
that  plants  grown  from  such  seeds  will 
be  retained  for  at  least  one  growing 
season,  (d)  that  such  plants  will  be  kept 
separate  from  plants  eligible  for  move¬ 
ment,  (e)  that  such  plants  will  be  avail¬ 
able  for  examination  by  an  inspector 
prior  to  their  movement  to  determine 
their  trueness  as  to  species  and  variety, 
and  (/)  that  such  plants  wull  be  im¬ 
mediately  destroyed  by  the  nurseryman 
if  determined  untrue  as  to  species  and 
variety. 

5.  Amend  the  second  sentence  of  the 
text  in  §  301.38-7  (a)  to  read:  “If  bar¬ 
berry,  mahonia,  or  mahoberberis  plants 


not  designated  as  rust-resistant  are 
found  in  the  nursery  or  in  the  environs 
thereof,  certificates  of  inspection  will 
be  withheld  until  such  plants  have  been 
eliminated  to  the  satisfaction  of  the  in¬ 
spector,  except  that  certificates  of  in¬ 
spection  may  be  issued  to  nurseries  hav¬ 
ing  in  the  nursery  or  environs  thereof 
varieties  of  barberry,  mahonia,  or  ma¬ 
hoberberis  plants  being  held  by  nursery¬ 
men  under  agreement  with  the  Bureau 
of  Entomology  and  Plant  Quarantine 
pending  determination  by  that  Bureau 
that  such  plants  are  rust-resistant." 

The  purpose  of  the  proposed  amend¬ 
ment  of  §  301.38-1  (b)  is  to  require  that 
barberry,  mahonia,  and  mahoberberis 
plants  moved  in  accordance  with  regula¬ 
tions  in  this  subpart  shall  be  grown  on 
their  own  roots.  The  proposed  amend¬ 
ment  of  §  301.38-6  (a)  (1)  would  allow 
the  conditional  movement  of  such  plants 
of  less  than  two  seasons’  growth  between 
approved  nurserymen  either  within  or 
without  the  eradication  States.  It  is 
proposed  to  amend  §  301.38-6  (b)  (1)  to 
allow  an  approved  nurseryman  w-ithin 
an  eradication  State  to  obtain  mahonia 
seeds  from  another  approved  nursery¬ 
man  outside  such  States  under  pre¬ 
scribed  safeguards.  Section  301.38-7 
(a),  if  amended  as  proposed,  wrould  al¬ 
low  a  nurseryman  to  retain  a  certificate 
of  inspection  while  having  on  the  prem¬ 
ises  varieties  of  barberry,  mahonia,  or 
mahoberberis  plants  being  held  under 
agreement  pending  determination  that 
they  are  rust-resistant. 

A  minor  amendment  in  §  301.38  is  pro¬ 
posed  to  rephrase  the  stated  policy  of  the 
quarantine.  This  would  recognize  that 
approved  nurserymen  may  maintain 
plants  on  their  property  under  observa¬ 
tion  to  determine  their  trueness  to  rust- 
resistant  characteristics. 

All  persons  who  desire  to  submit  writ¬ 
ten  data,  views,  or  arguments  in  connec¬ 
tion  with  this  matter  should  file  the 
same  with  the  Chief  of  the  Bureau  of 
Entomology  and  Plant  Quarantine,  Agri¬ 
cultural  Research  Administration, 
United  States  Department  of  Agricul¬ 
ture,  Washington  25,  D.  C.,  within  20 
days  after  the  date  of  the  publication  of 
this  notice  in  the  Federal  Register. 

(Seo.  8,  37  stat.  318,  as  amended;  7  U.  S.  C. 
161) 

Done  at  Washington,  D.  C.,  this  25th 
day  of  May  1951. 

[sEALl  C.  J.  McCormick, 

Acting  Secretary  of  Agriculture. 

IF.  R.  Doc.  51-6298:  Filed,  May  31,  1951; 

8:46  a.  m.J 


Production  and  Marketing 
Administration 

[  7  CFR,  Part  928  1 

[Docket  No.  AO-221  ROl] 

Handling  of  Milk  in  Neosho  Valley 
(Kansas-Missouri),  Marketing  Area 

NOTICE  OF  reopening  OP  HEARING  ON  PRO¬ 
POSED  MARKETING  AGREEMENT  AND  PRO¬ 
POSED  ORDER 

Pursuant  to  the  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
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PROPOSED  RULE  MAKING 


of  1937,  as  amended.  (7  U.  S.  C.  601  et 
seq.),  and  the  applicable  rules  of  prac¬ 
tice  and  procedure  governing  the  formu¬ 
lation  of  marketing  agreements  and 
marketing  orders  (7  CFR  Part  900), 
notice  is  hereby  given  of  the  reopening 
of  the  hearing  held  in  Chanute,  Kansas, 
November  13-17,  1950,  on  a  proposed 
marketing  agreement  and  a  proposed 
order  regulating  the  handling  of  milk  in 
the  Neosho  Valley  (Kansas-Missouri) 
marketing  area. 

The  purpose  of  the  reopened  hearing 
Is  to  afford  interested  parties  opportu¬ 
nity  to  introduce  additional  evidence 
with  respect  to  the  proposed  marketing 
agreement  and  order,  and  more  particu¬ 
larly  with  respect  to  the  findings  and 
conclusions  contained  in  the  recom¬ 
mended  decision  of  the  Acting  Assistant 
Administrator,  Production  and  Market¬ 
ing  Administration,  issued  March  28, 
1951  (16  F.  R.  2841),  and  to  receive  evi¬ 
dence  concerning  additional  proposals 
with  respect  to  the  extent  of  the  market¬ 
ing  area  and  the  level  of  prices  received 
in  connection  with  the  exceptions  filed  to 
such  recommended  decision.  Neither 
the  proposals  set  forth  below  nor  the 
recommended  findings  and  conclusions 


have  been  approved  by  the  Secretary  of 
Agriculture. 

The  reopened  hearing  will  convene  In 
the  Community  Room.  Memorial  Build¬ 
ing,  101  South  Lincoln  Street,  Chanute, 
Kansas,  June  12, 1951,  beginning  at  10  :00 
a.  m..  c.  s.  t. 

The  additional  proposals  are  as  fol¬ 
lows: 

Proposed  by  Banner  Dairy  Products, 
Fort  Scott,  Kansas;  Batten’s  Dairy,  Fort 
Scott,  Kansas;  Beatrice  Food  Company, 
Parsons,  Kansas;  Camfield  Jersey  Farm, 
Neoscho,  Missouri;  Community  Dairy 
Products  Company,  Joplin,  Missouri; 
Fees  Paramount  Dairy,  Parsons,  Kansas; 
Gateway  Creamery  Company,  Joplin, 
Missouri;  Hildebrandt’s  Dairy,  Pitts¬ 
burg,  Kansas;  Neosho  Milk  Company, 
Neosho,  Missouri;  Neosho  Valley  Co-op 
Creamery  Association,  Erie,  Kansas; 
Oldham’s  Dairy,  Pittsburg,  Kansas;  Page 
Milk  Company,  Coffey  ville,  Kansas; 
Pittsburg  Ice  Cream  Company,  Pitts¬ 
burg,  Kansas;  Premium  Dairy  Food,  Inc., 
Independence,  Kansas;  Puritan  Dairy 
Company,  Pittsburg,  Kansas;  and  Will¬ 
son’s  Dairy,  Parsons,  Kansas. 

1.  Delete  §  928.6  of  the  order  Included 
in  the  recommended  decision  and  sub¬ 
stitute  therefor  the  following: 


§  928.6  Neosho  Valley  marketing  area. 
*‘Neosho  Valley  marketing  area,”  herein¬ 
after  called  the  “marketing  area,”  means 
all  of  the  territory  within  the  counties 
of  Woodson,  Montgomery,  Allen,  Neosho, 
Labette,  Bourbon,  Crawford  and  Cher¬ 
okee,  all  in  the  State  of  Kansas. 

2.  In  the  event  that  any  territory 
within  the  State  of  Missouri  is  included, 
the  marketing  area  should  include  in 
addition  to  the  area  specified  in  Proposal 
No.  1,  all  of  the  territory  within  the 
counties  of  Jasper,  Newton,  MacDonald, 
Barton  and  Vernon,  all  in  the  State  of 
Missouri. 

Copies  of  this  notice  of  hearing  may 
be  procured  from  the  Director,  Dairy 
Branch,  Production  and  Marketing  Ad¬ 
ministration,  United  States  Department 
of  Agriculture,  Washington  25,  D.  C.,  or 
from  the  Hearing  Clerk,  Room  1353, 
South  Building,  United  States  Depart¬ 
ment  of  Agriculture,  Washington  25, 
D.  G.,  or  may  be  there  inspected. 

Dated:  May  28,  1951,  Washington, 
D.  C. 

[seal]  Charles  F.  Brannan, 
Secretary  of  Agriculture. 
[P.  R.  Doc.  61-6300;  Piled,  May  31,  1951; 

8:46  a.  m.] 


NOTICES 


DEPARTMENT  OF  THE  TREASURY 

United  States  Coast  Guard 

[CGPR  51-21] 

Approval  of  Equipment  and  Change  in 
Name  of  Manufacturer 

By  virtue  of  the  authority  vested  in  me 
as  Commandant,  United  States  Coast 
Guard,  by  Treasury  Department  Order 
No.  120,  dated  July  31.  1950  (15  F.  R. 
6521),  and  in  compliance  with  the  au¬ 
thorities  cited  below,  the  following  ap¬ 
provals  of  equipment  are  prescribed  and 
shall  be  effective  for  a  period  of  five  years 
from  date  of  publication  in  the  Federal 
Register  unless  sooner  canceled  or  sus¬ 
pended  by  proper  authority,  and  the  fol¬ 
lowing  change  in  name  of  a  manufac¬ 
turer  of  approved  equipment  shall  be 
made: 

BUOYANT  CUSHIONS,  KAPOK,  STANDARD 

Note:  Buoyant  cushions  are  for  use  on 
motorboats  of  Classes  A,  1,  or  2  not  carry¬ 
ing  passengers  for  hire. 

Approval  No.  160.007/102/0,  Standard 
kapok  buoyant  cushion.  U.  S.  C.  G.  Spec¬ 
ification  Subpart  160.007,  manufactured 
by  Obora  Manufacturing,  24531  Ryan 
Road.  RFD  No.  3,  Box  149,  Hazel  Park, 
Mich. 

Approval  No.  160.007/103/0,  Standard 
kapok  buoyant  cushion,  U.  S,  C.  G.  Spec¬ 
ification  Subpart  160.007,  manufactured 
by  Wm.  Buis  Mattress  Co.,  174  Central 
Avenue,  Holland,  Mich, 

(R.  8.  4405.  4491,  54  Stat.  164,  166,  as 
amended;  46  U.  S.  C.  375,  439,  526e.  526p;  46 
CFR  25.4-1,  160.007) 


BUOYS,  LIFE,  RING,  CORK  OR  BALSA  WOOD 


BUOYANT  apparatus 

Approval  No.  160.010/18,0,  5.17'  x  2.67' 
X  (8"  X  8"  body  section)  elliptical 
solid  balsa  wood  buoyant  apparatus,  5- 
person  capacity,  dwg.  No.  BBA-1,  dated 
July  7,  1950,  revised  March  7,  1951,  man¬ 
ufactured  by  Seaway  Manufacturing 
Co.,  Inc.,  511  North  Solomon  Street,  New 
Orleans  19,  La, 

Approval  No.  160.010, 19/0, 7.0'  x  3.17'  x 
(9"  X  9"  body  section)  elliptical  solid 
balsa  wood  buoyant  apparatus,  10-person 
capacity,  dwg.  No.  BBA-2,  dated  July  7, 
1950,  manufactured  by  Seaway  Manu¬ 
facturing  Co.,  Inc.,  511  North  Solomon 
Street,  New  Orleans  19,  La. 

(R.  S.  4405,  4417a,  4426,  4488,  4491,  49  Stat. 
1544,  54  Stat.  346,  and  sec.  5  (e),  55  Stat.  244, 
as  amended;  46  U.  S.  C.  367,  375,  391a,  404, 
439,  1333,  50  U.  S.  C.  1275;  46  CFR  37.1-1, 
69.54a,  60.47a,  76.51a,  160.010) 


WINCHES,  LIFEBOAT 


CONTAINERS,  EMERGENCY  PROVISIONS  AND 
WATER 

Approval  No.  160.026/11/0,  Container 
for  emergency  provisions,  dwg.  No.  51- 
104,  dated  January  15,  1951,  revised 
March  28,  1951,  submitted  by  The  Mul¬ 
tiple  Breaker  Co.,  184  Commercial  Street, 
Malden,  Mass. 

Approval  No.  160.026/12/1,  Container 
for  emergency  provisions,  dwg.  No. 
201-P,  dated  August  21,  1950,  Specifica¬ 
tion  201-S-l,  dated  April  4,  1951,  manu¬ 
factured  by  Globe  Equipment  Corp.,  30- 
32  Gold  Street,  Brooklyn  1,  N.  Y.  (This 
supersedes  Approval  No.  160.026/12  0 
published  in  the  Federal  Register  Jan¬ 
uary  19,  1951.) 

Approval  No.  160.026/15/0,  Container 
for  emergency  provisions,  dwg.  No.  503, 
dated  October  24,  1950,  submitted  by 
Chemical  Service  of  Baltimore,  Howard 
and  West  Streets,  Baltimore,  Md. 


Approval  No.  160.009/3V0,  30-inch 
cork  ring  life  buoy,  U.  S.  C.  G.  Specifica¬ 
tion  Subpart  160.009,  manufactured  by 
Western  Canvas  Products  Co.,  417  East 
Pine  Street,  Seattle  22,  Wash. 

Approval  No.  160.009/35/0,  30-inch 
balsa  wood  ring  life  buoy,  U.  S.  C.  G. 
Specification  Subpart  160.009,  manufac¬ 
tured  by  Western  Canvas  Products  Co., 
417  East  Pine  Street,  Seattle  22,  Wash. 

(R.  S.  4405,  4417a,  4426,  4482,  4488,  4491,  sec. 
11,  35  Stat.  428,  49  Stat.  1544,  54  Stat.  164, 
166,  346,  and  sec.  5  (e),  55  Stat.  244,  as 
amended;  46  U.  S.  C.  367,  375,  391a,  396,  404, 
475,  481,  489,  526e.  626p,  1333,  50  U.  S.  C. 
1275;  46  CFR  25.4-1,  33.7-1,  69.56,  60.49, 
76.53,  94.53,  113.46,  160.009) 


Approval  No.  160.015/55,  0,  Type  HM, 
Size  3  lifeboat  winch  for  use  with  me¬ 
chanical  davits,  fitted  with  wire  rope  not 
greater  than  y2  inch  in  diameter  and 
with  not  more  than  4  vrraps  of  the  falls 
on  the  drums,  approved  for  maximum 
working  load  of  5,700  pounds  pull  at  the 
drums  (2,850  pounds  per  fall),  identified 
by  General  Arrangement  dwg.  No.  1482, 
dated  May  8,  1950,  manufactured  by 
C.  C.  Galbraith  and  Son,  Inc.,  99  Park 
Place,  New  York  7,  N.  Y. 

(R.  S.  4405,  4417a,  4426,  4488,  4491,  49  Stat. 
1544,  54  Stat.  346,  and  sec.  5  (e),  55  Stat.  244, 
as  amended;  46  U.  S.  C.  367,  375,  391a,  404.  481, 
489,  1333,  50  U.  S.  C.  1275;  46  CFR  37.1-5, 
59.3a,  60.21,  76.15a,  94.14a,  160.015) 
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Approval  No.  160.026/17/0,  Container 
for  emergency  drinking  water  dwg.  No. 
505,  dated  November  14,  1950,  submitted 
by  Chemical  Service  of  Baltimore,  How¬ 
ard  and  West  Streets,  Baltimore,  Md. 

(R.  S.  4405,  4417a.  4420,  49  Stat.  1544,  54  Stat. 
346,  and  sec.  5  (e),  55  Stat.  244,  as  amended; 

46  U.  S.  C.  367,  375,  391a.  404,  489,  1333,  60 
U.  S.  C.  1275;  46  CFR  33.3-1,  59.11) 

LIFE  FLOATS 

Approval  No.  160.027/16/1,  7.5'  x  4.0'  x 
(11"  X  11"  body  section)  rectangular 
solid  balsa  wood  life  float,  15-person  ca¬ 
pacity,  dwg.  No.  BF-3,  dated  July  7, 1950, 
revised  March  17,  1951,  manufactured  by 
Seaway  Manufacturing  Co.,  Inc.,  511 
North  Solomon  Street,  New  Orleans  19, 
La.  (This  supersedes  Approval  No. 
160.027/16  0  published  in  the  Federal 
Register  July  31,  1947.) 

Approval  No.  160.027/18/0, 7.0'  x  3.17'  x 
(9"  X  9"  body  section)  rectangular  solid 
balsa  wood  life  float,  10-person  capacity, 
dwg.  No.  EP-2,  dated  July  7, 1950,  revised 
March  7,  1951,  manufactured  by  Seaway 
Manufacturing  Co.,  Inc.,  511  North 
Solomon  Street,  New  Orleans  19,  La. 

Approval  No.  160.027/19/0, 9.0'  x  5.08'  x 
(12"  X  12"  body  section)  rectangular 
solid  balsa  wood  life  float,  25-person 
capacity,  dwg.  No.  BF-4,  dated  July  7, 
1950,  manufactured  by  Seaway  Manu¬ 
facturing  Co.,  Inc.,  511  North  Solomon 
Street,  New  Orleans  19,  La. 

Approval  No.  160.027/21/0,  7.5'  x  4.0'  x 
(11"  X  11"  body  section)  elliptical  solid 
balsa  wood  life  float,  15-person  capacity, 
dwg.  No.  BEP-3,  dated  March  19,  1951, 
manufactured  by  Seaway  Manufacturing 
Co.,  Inc.,  511  North  Solomon  Street,  New 
Orleans  19,  La. 

(R.  S.  4405,  4417a,  4426,  4481,  4488,  4491,  sec. 
11,  35  Stat.  428,  49  Stat.  1544,  64  Stat.  346, 
and  sec.  5  (e).  55  Stat.  244,  as  amended;  46 
U.  S.  C.  367,  375,  391a,  404,  474  475,  481,  489, 
1333,  50  U.  S.  C.  1275;  46  CFR  i60.027) 

D.AVITS,  LIFEBOAT 

Approval  No.  160.032/119/1,  Mechani¬ 
cal  davit,  crescent,  sheath  screw.  Type 
C58A,  approved  for  maximum  working 
load  of  11,600  pounds  per  set  (5,800 
pounds  per  arm),  using  2-part  falls, 
identified  by  Arrangement  dwg.  No.  3327 
dated  April  14, 1950,  and  Detail  dwg.  No. 
3327-1  dated  April  10,  1950,  and  revised 
September  7,  1950,  manufactured  by 
Welin  Davit  and  Boat  Division  of  Con¬ 
tinental  Copper  &  Steel  Industries,  Inc., 
Perth  Amboy,  N.  J.  (This  approval 
supersedes  Approval  No.  160.032/119/0, 
published  in  the  Federal  Register  March 
21,  1951.) 

(R.  S.  4405,  4417a,  4426,  4481,  4488,  4431,  49 
Stat.  1544,  54  Stat.  346,  and  sec.  5  (e),  55  Stat. 
244.  as  amended;  46  U.  S.  C.  367,  375,  391a, 
4C4,  474,  481,  489,  1333,  50  U.  S.  C.  1275;  46 
CFR  ieO.032) 

VALVES,  SAFETY 

Approval  No.  162.001/141/0,  'Type 
1115A,  Consolidated  carbon  steel  body 
pop  safety  valve,  exposed  spring,  fitted 
with  spring  cover,  300  p.  s.  i.  and  600 
p.  s.  i.  primary  service  pressure  ratings, 
650“  P.  maximum  temperature,  dwg.  No. 
3VA953,  issued  March  5,  1951,  approved 
for  sizes  IV2",  2",  2*/2",  3"  and  4", 
manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Bridgeport  2,  Conn. 


Approval  No.  162.001/142,0,  type 
1415B,  Consolidated  carbon  steel  body 
pop  safety  valve,  exposed  spring,  fitted 
with  spring  cover,  300  p.  s.  1.  and  600 
p.  s.  i.  primary  service  pressure  ratings 
750“  P.  maximum  temperature,  dwg.  No. 
3VA953,  issued  March  5,  1951,  approved 
for  sizes  V/z”.  2",  2^2",  3",  and  4", 
manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Bridgeport  2,  Conn. 

Approval  No.  162.001/143/0,  Type 
1415C,  Consolidated  alloy  steel  body  pop 
safety  valve,  exposed  spring  fitted  with 
spring  cover,  300  p.  s.  i.  and  600  p.  s.  i. 
primary  service  pressure  ratings,  900°  P. 
maximum  temperature,  dwg.  No.  3VA953, 
issued  March  5,  1951,  approved  for  sizes 
IV2".  2",  2^/2”,  3",  and  4",  manufac¬ 
tured  by  Manning,  Maxwell  &  Moore, 
Inc.,  Bridgeport  2,  Conn. 

Approval  No.  162.001/144  0,  Type 
14 15 AS,  Consolidated  carbon  steel  body 
pop  safety  valve,  exposed  spring,  fitted 
with  spring  cover,  300  p.  s.  i.  and  600 
p.  s.  i.  primary  service  pressure  ratings, 
650“  P.  maximum  temperature,  dwg.  No. 
3VB953,  issued  March  5,  1951,  approved 
for  size  I1/2"  and  effective  discharge  area 
of  0.307  square  inches,  manufactured  by 
Manning,  Maxwell  &  Moore,  Inc.,  Bridge¬ 
port  2,  Conn. 

Approval  No.  162.001/145  0.  Type 
1415BS,  Consolidated  carbon  steel  body 
pop  safety  valve,  exposed  spring  fitted 
with  spring  cover,  300  p.  s.  i.  and  600 
p.  s.  i.  primary  service  pressure  ratings, 
750“  F.  maximum  temperature,  dwg.  No. 
3VB953,  issued  March  5,  1951,  approved 
for  size  1 V2"  and  effective  discharge  area 
of  0.307  square  inches,  manufactured  by 
Manning,  Maxwell  &  Moore,  Inc.,  Bridge¬ 
port  2,  Conn. 

Approval  No.  162.001/146/0,  Type 
1415CS,  Consolidated  alloy  steel  body 
pop  safety  valve,  exposed  spring,  fitted 
with  spring  cover,  300  p.  s.  i.  and  600 
p.  s.  i.  primary  service  pressure  ratings 
SCO®  F.  maximum  temperature,  dwg. 
No.  3VB953,  issued  March  5.  1951,  ap¬ 
proved  for  size  IV2"  and  effective  dis¬ 
charge  area  of  0.307  square  inches, 
manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Bridgeport  2,  Conn. 

Approval  No.  162.001/147/0,  Type 
1415GA,  Consolidated  carbon  steel  body 
pop  safety  valve,  exposed  spring,  fitted 
with  spring  cover,  300  p.  s.  i.  and  600 
p.  s.  i.  primary  service  pressure  ratings, 
650“  F.  maximum  temperature,  dwg.  No. 
3VB953,  Issued  March  5,  1951,  approved 
for  size  IV2"  and  effective  discharge  area 
of  0.503  square  inches,  manufactured  by 
Manning,  Maxwell  &  Moore,  Inc., 
Bridgeport  2,  Conn. 

Approval  No.  162.001/148/0,  Type 
1415GB,  Consolidated  carbon  steel  body 
pop  safety  valve,  exposed  spring,  fitted 
with  spring  cover,  300  p.  s.  1.  and  600 
p.  s.  1.  primary  service  pressure  ratings, 
750“  F.  maximum  temperature,  dwg.  No. 
3VB953,  issued  March  5,  1951,  approved 
for  size  IV^"  and  effective  discharge  area 
of  0.503  square  inches,  manufactured  by 
Manning,  Maxwell  &  Moore,  Inc.,  Bridge¬ 
port  2,  Conn. 

Approval  No.  162.001/149/0,  Type 
1415GC,  Consolidated  alloy  steel  body  pop 
safety  valve,  exposed  spring,  fitted  with 
spring  cover,  300  p.  s.  i.  and  600  p.  s.  i. 


primary  service  pressure  ratings,  900“  F. 
maximum  temperature,  dwg  No.  3V3953, 
Issued  March  5,  1951,  approved  for  size 
iy2"  and  effective  discharge  area  of  0.503 
square  inches,  manufactured  by  Man¬ 
ning,  Maxwell  &  Moore,  Inc.,  Bridgeport 
2,  Conn. 

Approval  No.  162.001/150  0,  Type 
1415JA,  Consolidated  carbon  steel  body 
pop  safety  valve,  exposed  spring,  fitted 
with  spring  cover,  450  p.  s.  i.  maximum 
allowable  pressure,  650“  P.  maximum 
temperature,  dwg.  No.  3VB953,  issued 
March  5,  1951,  approved  for  size  4"  and 
effective  discharge  area  of  4.340  square 
inches,  manufactured  by  Manning,  Max¬ 
well  &  Moore,  Inc.,  Bridgeport  2,  Conn. 

Approval  No.  162.001/151/0,  Type 
1415JB,  Consolidated  carbon  steel  body 
pop  safety  valve,  exposed  spring,  fitted 
with  spring  cover,  450  p.  s.  i.  maximum 
allowable  pressure,  750“  F.  maximum 
temperature,  dwg.  No.  3VB953,  issued 
March  5,  1951,  approved  for  size  4"  and 
effective  discharge  area  of  4.340  square 
inches,  manufactured  by  Manning,  Max¬ 
well  &  Moore,  Inc.,  Bridgeport  2,  Conn. 

Approval  No.  162.001/152/0,  Type 
1415JC,  Consolidated  alloy  steel  body  pop 
safety  valve,  exposed  spring,  fitted  with 
spring  cover,  450  p.  s.  i.  maximum  allow¬ 
able  pressure,  900“  F.  maximum  temper¬ 
ature,  dwg.  No.  3VB953,  issued  March  5, 
1951,  approved  for  size  4"  and  effective 
discharge  area  of  4.340  square  inches, 
manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Bridgeport  2,  Conn. 

(R.  S.  4405,  4417a.  4418,  4426,  5533,  4491,  49 
Stat.  1544,  54  Stat.  346,  and  sec.  5  (e) ,  55  Stat. 
244,  as  amended;  46  U.  S.  C.  367,  375,  391a,  392. 
404,  411,  489,  1333,  50  U.  S.  C.  1275,  46  CFR 
52.65) 

BOILERS,  HEATING 

Approval  No.  162.003/115/0,  Model 
450,  steam  and  hot  water  heating  boil¬ 
er,  steel  plate  welded  construction,  hori¬ 
zontal  fire  tube  type,  dwg.  No.  L-3236, 
dated  November  14,  1950,  boiler  rating 
180  pounds  per  hour  or  180,000  B.  t.  u. 
per  hour,  approved  for  15  p.  s.  i.  maxi¬ 
mum  steam  pressure  and  30  p.  s.  i.  maxi¬ 
mum  water  pressure  for  bare  boiler  only, 
manufactured  by  Harvey- Whipple,  Inc., 
Springfield,  Mass. 

(R.  S. 4405,  4417a,  4418,  4426,  4433,  4434,  4491, 
49  Stat.  1544,  54  Stat.  346,  and  sec.  5  (e).  55 
Stat.  244,  as  amended;  46  U.  S.  C.  367,  375, 
391a,  392,  404,  411,  412,  489,  1333,  50  U.  S.  C. 
1275;  46  CFR  Part  52) 

FIRE  EXTINGUISHER,  PORTABLE,  HAND, 
SODA-ACID  TYPE 

Approval  No.  162.007/39/0,  General 
Quick  Aid  Fire  Guard  Model  TS-15, 
2y2-eallon  soda-acid  type  hand  portable 
fire  extinguisher.  Assembly  dwg.  No. 
BHS-303-XC  dated  December  23,  1946, 
revised  August  11,  1950,  Name  plate  dwg. 
No.  CHS-303-14  dated  May  15,  1847,  re¬ 
vision  3  dated  December  7,  1949,  manu¬ 
factured  by  The  (general  Detroit  Corp., 
2272  East  Jefferson  Avenue,  Detroit  7, 
Mich. 

(R.  S.  4405,  4417a.  4426,  4179,  4491,  4192,  49 
Stat.  1544,  54  Stat.  165,  166,  346,  1028,  and 
sec.  5  (e) ,  55  Stat.  244,  as  amended;  46  U.  S.  C. 
367,  375,  391a,  404,  463a,  472,  439,  490,  526g, 
526p.  1333,  50  U.  S.  C.  1275;  46  CFR  25.5-1, 
26.3-1,  27.3-1,  34.5-1,  61.13,  77.13,  95.13, 
114.15) 
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NOTICES 


VALVES,  RELIEF  (FOR  HOT  WATER  HEATINQ 
BOILERS) 

Approval  No.  162.013/8/0,  Type  D-175 
relief -valve  for  hot  water  heating  boil¬ 
ers,  maximum  set  pressure  30  p.  s.  1.,  re¬ 
lieving  capacity  175,000  B.  t.  u.  per  hour, 
dwg.  No.  RA-14,  revised  April  27,  1950, 
Inlet  size  manufactured  by  Bell  & 
Gossett  Co.,  8200  North  Austin  Avenue, 
Morton  Grove,  Ill. 

Approval  No.  162.013/9^0,  Type  D-250 
relief-valve  for  hot  water  heating  boil¬ 
ers,  maximum  set  pressure  30  p.  s.  i., 
relieving  capacity  250,000  B.  t.  u.  per 
hour,  dwg.  No.  RA-15  dated  April  4, 1950, 
inlet  size  manufactured  by  Bell  & 
Gossett  Co.,  8200  North  Austin  Avenue, 
Morton  Grove,  Ill. 

(R.  S.  4405,  4417a,  4418,  4426,  4433,  4491,  49 
Stat.  1544,  54  Stat.  346,  and  sec.  5  (e),  55 
Stat.  244,  as  amended:  46  U.  S.  C.  367,  375, 
391a.  392,  404,  411, 489,  1333,  50  U.  S.  C.  1275; 
46  CFR  53.03-60) 

flame  ARRESTERS  FOR  TANK  VESSELS 

Approval  No.  162.016/3/1,  Figure  ST- 
863  flame  arrester,  cast  iron  or  alumi¬ 
num  body  and  copper  or  aluminum 
tube  bank,  dwg.  No.  ST-7995,  dated 
March  20,  1951,  approved  for  sizes  3", 
4",  6",  8"  and  10",  manufactured  by 
Shand  &  Jurs  Co..  Carlton  and  Eighth 
Streets.  Berkeley  10,  Calif.  (Supersedes 
Approval  No.  162.016/3  0  published  in 
the  Federal  Register  July  31,  1947.) 

Approval  No.  162.016/6/1,  Figure  ST- 
4300  flame  arrester,  cast  iron  body  and 
aluminum  or  copper  tube  bank,  dwg.  No. 
ST-4362,  dated  Nov.  29,  1943,  approved 
for  8"  size  only,  manufactured  by  Shand 
&  Jurs  Co.,  Carlton  and  Eighth  Streets, 
Berkeley  10,  Calif.  (Supersedes  Ap¬ 
proval  No.  162.016/6  0  published  in  the 
Federal  Register  July  31,  1947.) 

(R.  S.  4405,  4417a.  4491,  and  sec.  5  (e).  55 
Btat.  244,  as  amended:  46  U.  S.  C.  375,  391a. 
489,  50  U.  S.  C.  1275:  46  CFR  162.016) 

GAS  CONSUMING  APPLIANCES,  LIQUEFIED 
PETROLEUM 

Approval  No.  162.020/45  0,  Garland 
Range  Model  A38,  approved  by  the 
American  Gas  Association.  Inc.,  under 
Certificate  No.  1 1-53-1. COl  dated  Au¬ 
gust  28,  1950,  for  liquefied  petroleum  gas 
service,  manufactured  by  the  Detroit- 
Michigan  Stove  Co.,  6900  Jefferson  Ave¬ 
nue.  East  Detroit  31,  Mich. 

(R.  S.  4405,  4417a.  4426,  4491,  49  Stat.  1544, 
64  Stat.  1028,  and  sec.  5  (e),  55  Stat.  244,  as 
amended:  46  U.  S.  C.  367,  375,  391a.  404,  463a. 
489,  1333,  50  U.  S.  C.  1275:  46  CFR  32.9-11, 
61.25,  95.24,  114.25) 

FIRE  EXTINGUISHING  SYSTEMS,  SEMI¬ 
PORTABLE 

Ansul  Model  359-S  dry  chemical  sta¬ 
tionary  type  fire  extinguisher  unit,  semi¬ 
portable  fire  extinguishing  system.  As¬ 
sembly  dwg.  No.  DM-969  dated  February 

3,  1948,  Rev.  10,  dated  January  8,  1951, 
Name  plate  dwg.  No.  DM-1335,  dated 
November  16, 1949,  Rev.  2.  dated  January 

4.  1951,  manufactured  by  Ansul  Chemi¬ 
cal  Co.,  Marinette,  Wis. 

Ansul  Model  150-S  dry  chemical  sta¬ 
tionary  type  fire  extinguisher  unit,  semi¬ 
portable  fire  extinguishing  system.  As¬ 
sembly  dwg.  No.  b:vI-969,  dated  Febru¬ 


ary  3,  1948,  Rev.  10,  dated  January  8, 
1951,  Name  plate  dwg.  No.  DM-1334, 
dated  November  16,  1949,  Rev.  2,  dated 
January  4. 1951,  manufactured  by  Ansul 
Chemical  Co.,  Marinette,  Wis. 

(R.  S.  4405,  4417a,  4426,  4479,  4491,  4492,  49 
Stat.  1544,  54  Stat.  375,  346,  1028,  and  sec. 
6  (e),  55  Stat.  244,  as  amended:  46  U.  S.  C. 
367,  391a,  404,  463a,  472,  489,  490.  1333,  60 
U.  S.  C.  1275;  48  CFR  34.3-2.  61.14,  77.14, 
95.14) 

CHANGE  IN  NAME  OF  M.ANUFACTURER 

The  name  of  Grand  Novelty  Co., 
273-81  State  Street,  Brooklyn  2.  N,  Y., 
has  been  changed  to  Grand  Novelty  Has¬ 
sock  Co.,  Inc.,  for  Approval  Nos. 
160.002/12  /^0  and  160.002/13/0,  published 
in  the  Federal  Register  of  July  31,  1947, 
under  the  heading  “Life  Preservers. 
Kapok,  Adult  and  Child  (Jacket  Type).” 

Dated:  May  25,  1951. 

[seal]  Merlin  O’Neill, 

Vice  Admiral,  U.  S.  Coast  Guard. 

Commandant, 

[F.  R.  Doc.  61-6367;  Filed.  May  31,  1951; 
8:55  a.  m.] 
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Termination  of  Approval  of  Equipment 

By  virtue  of  the  authority  vested  in 
me  as  Commandant,  United  States  Coast 
Guard,  by  Treasury  Department  Order 
No.  120,  dated  July  31,  1950  (15  F.  R. 
6521),  and  in  compliance  with  the  au¬ 
thorities  cited  below,  the  following  ap¬ 
provals  of  equipment  are  terminated  be¬ 
cause  the  items  of  equipment  covered 
are  being  replaced  by  new  designs  or 
manufacture  of  items  is  being  discon¬ 
tinued  or  the  items  no  longer  require  for¬ 
mal  approval: 

VALVES,  SAFETY 

Note:  The  following  items  are  terminated 
because  they  are  being  replaced  by  new 
designs. 

Termination  of  Approval  No.  162.001/ 
45  0,  Type  1415,  Consolidated  pop  safety 
valve,  cast  steel  body,  exposed  spring, 
single  lifting  lever,  maximum  working 
pressure  600  p.  s.  i.,  maximum  tempera¬ 
ture  750°  F.,  dwg.  No.  S-5886-00,  dated 
May  29,  1934,  approved  for  sizes  IV2'', 
2".  2^/2",  3",  4"  and  4^/2".  manufac¬ 
tured  by  Manning,  Maxwell  &  Moore, 
Inc.,  Bridgeport  2,  Conn.  (Approval  pub¬ 
lished  in  Federal  Register  July  31, 1947.) 

Termination  of  Approval  No.  162.001/ 
62  0,  Type  1415-W,  Consolidated  pop 
safety  valve,  welded  joint  between  inlet 
flange,  body  and  bushing,  cast  steel  body, 
bottom  guided  feather  disc,  exposed 
spring,  single  lifting  lever,  maximum 
working  pressure  600  p.  s.  i.,  maximum 
temperature  850°  F.,  dwg.  No.  S-6335, 
dated  December  2,  1942,  approved  for 
sizes  1^/2",  2",  2I2",  3"  anil  4",  manu¬ 
factured  by  Manning,  Maxwell  &  Moore, 
Inc.,  Bridgeport  2,  Conn.  (Approval  pub¬ 
lished  in  Federal  Register  July  31, 1947.) 

(R.  S.  4405,  4417a.  4418,  4426,  6533,  4491, 
49  Stat.  1544,  54  Stat.  346,  and  sec.  5  (e),  55 
Stat.  244,  as  amended;  46  U.  S.  C.  367,  375, 
391a,  392.  404.  4..1,  489.  1333,  50  U.  S.  C. 
1275,  46  CFR  52.65) 


VALVES,  PRESSURE  VACUUM  RELIEF,  FOR  TANK 
VESSELS 

Note:  The  following  items  are  terminated 
because  manufacture  of  same  is  being  dis¬ 
continued. 

Termination  of  Approval  No.  162.017  /- 
1/1,  Butterworth  Type  E  pressure 
vacuum  relief  valve,  atmospheric  pat¬ 
tern,  spring  loaded,  fitted  with  flame  ar¬ 
rester,  bronze  body,  dwg.  No.  PV-116. 
dated  August  21,  1948,  approved  for  sizes 
3",  4",  and  6"  for  use  with  inflammable 
or  combustible  liquids  of  Grade  A  or 
lower,  manufactured  by  Butterworth 
System,  Inc.,  Bayonne,  N.  J,  (Approval 
published  in  Federal  Register  August 
28,  1948.) 

Termination  of  Approval  No.  162.017/- 
2/1,  Butterworth  Type  F  pressure 
vacuum  relief  valve,  atmospheric  pat¬ 
tern,  spring  loaded,  fitted  with  flame 
arrester  and  spring  lifting  lever,  bronze 
body,  dwg.  No.  PV-12,  dated  March  30, 
1936,  approved  for  sizes  3",  4"  and  6" 
for  use  with  inflammable  and  combus¬ 
tible  liquids  of  Grade  A  or  lower,  manu¬ 
factured  by  Butterworth  System,  Inc., 
Bayonne,  N.  J.  (Approval  published  in 
Feder.al  Register  August  28,  1948.) 

Termination  of  Approval  No.  162.017/- 
3/0,  Butterworth  Type  G  pressure 
vacuum  relief  valve,  spring  loaded,  en¬ 
closed  pattern,  for  use  in  conjunction 
with  flame  arrester,  fitted  with  spring 
lifting  lever,  bronze  body,  dwg.  No. 
PV-160,  dated  January  6,  1937,  approved 
for  3",  4"  and  6"  sizes  for  use  with 
inflammable  or  combustible  liquids  of 
Grade  A  or  lower  in  closed  venting 
system  with  flame  arrester,  manufac¬ 
tured  by  Butterworth  System,  Inc., 
Bayonne,  N.  J.  (Approval  published  in 
Federal  Register  July  31,  1947.) 

Termination  of  Approval  No.  162.017/ 
5/0,  Butterworth  Type  H-2  pressure 
vacuum  relief  valve,  triplex  enclosed 
pattern  with  atmospheric  vacuum  inlet 
fitted  with  flame  arrester,  spring  loaded, 
spring  lifting  lever  fitted  with  each  valve, 
victaulic  flanged  openings,  bronze  valve 
and  manifold,  dwg.  No.  PV-120  and 
PV-121,  dated  November  15,  1938,  ap¬ 
proved  for  3",  4",  and  6"  valves  for  use 
with  inflammable  or  combustible  liquids 
of  Grade  A  or  lower  in  closed  venting 
system,  manufactured  by  Butterworth 
System,  Inc.,  Bayonne,  N.  J,  (Approval 
published  in  Federal  Register  July  31, 
1947.) 

Termination  of  Approval  No.  162.017 ' 
56/0,  Butterworth  Type  2H-1  pressure 
vacuum  relief  valve,  two  unit  duplex  en¬ 
closed  pattern  in  solid  manifold,  spring 
loaded,  fitted  with  spring  lifting  levers, 
bronze  body,  dwg.  No.  PV-204,  dated 
June  10,  1948,  approved  for  3",  4",  5" 
and  6"  inlet  sizes  for  use  with  inflam¬ 
mable  or  combustible  liquids  of  Grade  A 
or  lower  in  closed  venting  system,  manu¬ 
factured  by  Butterworth  System,  Inc., 
Bayonne,  N.  J.  (Approval  published  in 
Federal  Register  July  28,  1948.) 

Termination  of  Approval  No.  162.017 ' 
57/0,  Butterworth  Type  3H-1  pressure 
vacuum  relief  valve,  three  unit  triplex 
enclosed  pattern  in  solid  manifold, 
spring  loaded,  fitted  with  spring  lifting 
levers,  bronze  body,  dwg.  No.  PV-203, 
dated  June  8,  1948,  approved  for  3",  4", 
5",  6"  inlet  sizes  for  use  with  inflam- 
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mable  or  combustible  liquids  of  Grade  A 
or  lower  in  closed  venting  system,  manu¬ 
factured  by  Butterworth  System,  Inc., 
Bayonne,  N.  J.  (Approval  published  in 
Federal  Register  August  28,  1948.) 

Termination  of  Approval  No.  162.017/ 
61/0,  Butterworth  Type  lH-1  pressure 
vacuum  relief  valve,  single  imit,  en¬ 
closed  pattern,  spring  loaded,  fitted 
with  spring  lifting  lever,  bronze  body, 
dwg.  No.  PV-206,  dated  February  16. 
1949,  approved  for  3",  4",  5",  and  6" 
inlet  sizes  for  use  with  inflammable  and 
combustible  liquids  of  Grade  A  or  lower 
in  closed  venting  system,  manufactured 
by  Butterworth  System,  Inc.,  Bayonne, 
N.  J.  (Approval  published  in  Federal 
Register  April  30,  1949.) 

(R.  S.  4405,  4417a,  4491,  and  sec.  5  (e).  65 
Stat.  244,  as  amended;  46  U.  S.  C.  375,  391a, 
489,  60  U.  S.  C.  1275;  46  CFR  162.017) 

VALVES,  SAFETY  RELIEF,  LIQUEFIED 
COMPRESSED  GAS 

Note:  The  following  Items  are  terminated 
because  they  no  longer  require  formal  ap¬ 
proval  by  the  Commandant. 

Termination  of  Approval  No.  162.018/ 
1/0,  Type  MA-1  American  Car  and 
Foundry  angle  valve,  liquefied  petroleum 
gas  service,  steel  body,  dwg.  No.  31-645, 
approved  for  2"  diameter  pipe  size,  man¬ 
ufactured  by  American  Car  &  Foundry 
Co.,  30  Church  Street,  New  York,  N.  Y. 
(Approval  published  in  Federal  Register 
July  31,  1947.) 

Termination  of  Approval  No.  162.018/ 
2/0,  Type  MC-1  American  Car  and 
Foundry  check  valve,  liquefied  petroteum 
gas  service,  steel  body,  dwg.  No.  11-646, 
dated  July  3,  1941,  approved  for  2" 
diameter  pipe  size,  manufactured  by 
American  Car  &  Foundry  Co.,  30  Church 
Street,  New  York,  N.  Y.  (Approval  pub¬ 
lished  in  Federal  Register  July  31, 1947.) 

Termination  of  Approval  No.  162.018/ 
7/0,  Rego  excess  flow  check  valves,  lique¬ 
fied  petroleum  gas  service,  marked  “Rego 
No.  2137”,  plug  check  poppet,  spring 
loaded,  bronze  body,  threaded  connec¬ 
tion,  dwg.  No.  2137  and  Catalog  No.  L-500, 
Section  LG,  approved  for  2"  pipe  size, 
for  maximum  working  pressure  of  150 
p.  s,  i.  with  liquefied  butane  or  propane, 
manufactured  by  the  Eastian-Blessing 
Co.,  4201  West  Petersen  Avenue.  Chicago, 
Ill.  (Approval  published  in  Federal 
Register  July  31,  1947.) 

Termination  of  Approval  No. 
162.018/8/0,  Rego  excess  flow  check 
valves,  liquefied  petroleum  gas  service, 
marked  “Rego  No.  2138”,  plug  check 
poppet,  spring  loaded,  bronze  body, 
threaded  connection,  dwg.  No.  2138  and 
Catalog  No.  L-500  Section  LG,  approved 
for  2V2''  pipe  size,  for  maximum  work¬ 
ing  pressure  of  150  p.  s.  i.  with  liquefied 
butane  or  propane,  manufactured  by  the 
Bastian-Blessing  Co.,  4201  West  Peter¬ 
sen  Avenue.  Chicago,  Ill.  (Approval  pub¬ 
lished  in  Federal  Register  July  31. 1947.) 

Termination  of  Approval  No. 
162.018/9/0,  Rego.  excess  flow  check 
valves,  liquefied  petroleum  gas  service, 
marked  “Rego  No.  2139”,  plug  check 
poppet,  spring  loaded,  bronze  body, 
threaded  connection,  dwg.  No.  2139  and 
Catalog  No.  L-500  Section  LG,  approved 
for  3"  pipe  size,  for  maximum  working 
pressure  of  150  p.  s.  i.  with  liquefied 
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butane  or  propane,  manufactured  by  the 
Bastian-Blessing  Co.,  4201  West  Peter¬ 
sen  Avenue,  Chicago,  Ill.  (Approval 
published  In  Federal  Register  July  31, 
1947.) 

(R.  S.  4405,  4417a,  4491,  and  sec.  8  (e),  65 
[^at.  244,  as  amended;  46  U.  8.  C.  375,  391a, 
489,  50  U.  S.  C.  1275;  46  CFR  Part  38) 

CONDITIONS  OF  TERMINATION  OF  APPROVALS 

The  termination  of  approval  for  safety 
valves  and  pressure  vacuum  relief  valves 
for  tank  vessels  made  by  this  document 
shall  be  made  effective  upon  the  thirty- 
first  day  after  the  date  of  publication  of 
this  document  in  the  Federal  Register. 
Notwithstanding  this  termination  of  ap¬ 
proval  on  any  item  of  equipment,  such 
equipment  manufactured  before  the  ef¬ 
fective  date  of  termination  of  approval 
may  be  used  on  merchant  vessels  so  long 
as  it  is  in  good  and  serviceable  condition. 

The  termination  of  approvals  for 
angle  and  check  valves  originally  ap¬ 
proved  and  listed  under  “Valves,  Safety 
Relief,  Liquefied  Compressed  Gas,”  is 
made  because  it  is  no  longer  required 
that  formal  approvals  for  angle  and 
check  valves  shall  be  published  in  the 
Federal  Register  as  a  prerequisite  for 
the  use  of  such  equipment  on  merchant 
vessels.  The  termination  of  approvals 
for  angle  and  check  valves,  therefore, 
shall  in  no  way  affect  the  use  of  such 
equipment.  The  equipment  manufac¬ 
tured  while  these  approvals  were  in  ef¬ 
fect  or  which  may  hereafter  be 
manufactured  may  be  used  on  merchant 
vessels  so  long  as  such  equipment  is  in 
good  and  serviceable  condition. 

Dated:  May  25.  1951. 

[seal]  Merlin  O’Neill, 

Vice  Admiral,  U.  S.  Coast  Guard, 
Commandant. 

(F.  R.  Doc.  61-6364;  Filed,  May  31,  1951; 

8:54  a.  m.j 

DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

Town  Site  of  Whitepine,  Colorado 
sale  of  town  lots 

May  21,  1951. 

1.  Statutory  authority.  The  lots  in  the 
town  site  of  Whitepine,  Colorado,  will  be 
disposed  of  under  section  2382  to  2386, 
inclusive,  of  the  Revised  Statutes  (43 
U.  S.  C.  713-717) .  The  Regional  Admin¬ 
istrator  is  authorized  to  conduct  the  sale 
under  §  2.78  of  Order  No.  427  of  the  Di¬ 
rector  of  the  Bureau  of  Land  Manage¬ 
ment  dated  August  16,  1950  (15  F.  R. 
5639).  The  town  site  plat  of  Whitepine 
was  accepted  December  10,  1920, 

2.  Lots,  areas,  and  minimum  prices. 
As  shown  on  the  town  site  plat,  copies 
of  which  may  be  obtained  from  the  Man¬ 
ager,  Land  and  Survey  Office,  Bureau  of 
Land  Management,  Denver,  Colorado,  the 
towm  site  is  divided  into  5  blocks,  only  2 
of  which  have  been  subdivided  into  lots. 
Tlie  areas  unfit  for  subdividing  into  lots 
will  be  offered  for  sale  at  an  appraised 
and  minimum  price  of  $20.00  an  acre  or 
fraction  thereof.  The  lots  offered  for 
sale  number  97.  As  indicated  on  the 
town  site  plat,  77  lots  have  an  area  of 


6250  square  feet  each;  the  minimum  and 
appraised  price  of  each  of  these  lots  is 
$63.00.  The  area  of  the  odd-sized  lots, 
together  with  the  minimum  and  ap¬ 
praised  price  of  each,  is,  as  follows : 


Lot  No. 

Area  in 
square 
feet 

Minimum 

and 

apprai.«ed 

pric-e 

Lot  27,  Block  1 . . 

6884.4 

$r«.  00 

Lot  40,  Block  1... . 

6050.  5 

61.00 

Lot  41,  Block  1 . 

5032.5 

fd.OO 

Lot  42,  Block  1 . 

3927.5 

40.  (H) 

Lot  43,  Block  1 . 

5148.  5 

52. 00 

Lot  8,  Block  2 . 

6028.0 

61. (K) 

Ix)t  9,  Block  2 . 

5488.8 

.55.  00 

Lot  li).  Block  2 . . 

6222.  5 

M.  IK) 

Lot  28,  Block  2 . 

7079.  7 

71.00 

Lot  29,  Block  2 . 

5625. 0 

57. 00 

Ix)t  30,  Block  2 _ 

6625. 0 

57.  (K) 

Lot  31,  Block  2 . 

6625.0 

57.  00 

Lot  32,  Block  2 _ _ 

5625.  0 

.57.00 

Lot  33,  Block  2 _ _ 

6625.  0 

.57.  (K) 

Lot  37,  Block  2 . . . 

6387.5 

64.00 

Lot  41,  Block  2 . 

7.500.  0 

75.00 

Lot  4.'i,  Block  2 . 

6.500. 0 

6.5.00 

Lot  46,  Block  2 . . . 

6.500.  0 

65.  00 

Lot  54,  Block  2 _ 

5726.5 

58.00 

3.  Public  sale.  The  unreserved  lots 
for  which  no  preemption  proof  has  been 
made  as  hereinafter  provided,  will  be 
offered  for  sale  by  the  Regional  Admin¬ 
istrator  or  his  representative  at  public 
outcry  to  the  highest  bidder  at  the  Post 
Office  in  Gunnison,  Colorado,  on  August 
13,  1951,  beginning  at  10:00  a.  m.  The 
sale  will  be  continued  from  day  to  day 
as  long  as  may  be  necessary  until  all 
the  lots  have  been  offered, 

4.  Payment.  No  lot  will  be  sold  for 
less  than  the  appraised  price.  Full  pay¬ 
ment  must  be  made  in  cash  for  those  lots 
sold  for  not  more  than  $50.00.  Payment 
must  be  made  on  date  of  sale.  The  lots 
which  are  sold  for  more  than  $50.00  and 
not  more  than  $100.00  may  be  paid  for 
in  cash  on  the  date  of  sale,  or  in  two 
equal  installments,  the  first  installment 
to  be  paid  on  the  date  of  sale,  and  the 
second  installment  within  one  year  from 
the  date  of  sale,  with  interest  at  the  rate 
of  four  percent  per  annum  to  the  date 
of  payment. 

Those  lots  which  are  sold  for  more 
than  $100.00  may  be  paid  for  in  cash  on 
the  date  of  sale,  or  one-third  of  the  pur¬ 
chase  price  may  be  paid  in  cash  at  that 
time  and  the  balance  in  not  to  exceed 
two  equal  annual  installments,  with  in¬ 
terest  at  the  rate  of  four  percent  per 
annum  to  the  date  of  payment. 

Payment  on  the  date  of  sale  must  be 
made  to  the  officer  conducting  the  sale. 
The  deferred  installments,  with  interest, 
must  be  paid  to  the  Manager,  Land  and 
Survey  Office,  Bureau  of  Land  Manage¬ 
ment,  Denver,  Colorado, 

5.  Citizenship  requirements.  Every 
Individual  purchasing  a  lot  wall  be  re¬ 
quired  to  furnish  evidence  that  he  is  a 
citizen  of  the  United  States  or  that  he 
has  declared  his  intention  to  become  a 
citizen,  and  eveiT  corporation  purchas¬ 
ing  a  lot  will  be  required  to  furnish  evi¬ 
dence,  including  a  certified  copy  of  its 
articles  of  incorporation,  showing  that 
it  was  organized  under  the  laws  of  the 
United  States  or  of  some  State,  Terri- 

.tory,  or  possession  thereof,  and  that  it 
is  authorized  to  acquire  and  hold  real 
estate  in  the  State  of  Colorado. 

6.  Manner  of  sale.  Bids  and  payments 
may  be  made  in  person  or  by  agent,  but 
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may  not  be  made  by  mail  nor  at  any  time 
or  place  other  than  that  fixed  by  these 
regulations.  Any  person  may  purchase 
any  number  of  lots  for  which  he  is  the 
successful  bidder. 

7.  Authority  of  officer  conducting  the 
sale.  The  officer  conducting  the  sale  is 
hereby  authorized  to  reject  any  and  all 
bids  for  any  lot,  and  to  suspend,  adjourn, 
or  postpone  the  sale  of  any  lot  or  lots. 
After  all  the  lots  have  been  offered,  the 
sale  will  be  adjourned  or  closed,  as  the 
officer  in  charge  may  deem  proper. 

8.  Preemption  claims.  Any  person 
who  has  established  settlement  on  any 
lot  prior  to  the  effective  date  of  this 
Order,  and  has  made  substantial  im¬ 
provements  on  the  lot,  and  has  main¬ 
tained  such  settlement,  with  the  im¬ 
provements,  to  the  date  of  proof,  is 
entitled  to  make  a  preemption  entry  at 
the  minimum  price  for  such  lot  and  one 
other  lot  on  which  he  has  made  substan¬ 
tial  and  permanent  improvements.  A 
preemption  claim  is  not  necessarily  for¬ 
feited  by  the  settler  transferring  his 
Interest  to  another  subsequent  to  the 
submission  of  the  proof,  but  patent,  if 
Issued,  will  be  in  the  name  of  the  settler 
and  not  of  the  transferee. 

The  notice  of  intention  to  make  pre¬ 
emption  proof  must  be  made  on  Form 
4-348,  and  should  give  the  date  of  settle¬ 
ment  and  the  value  and  character  of  the 
improvements.  Claimants  must  file 
their  notices  of  intention  by  June  18, 
1951,  in  order  that  publication  may  be 
made  and  proof  submitted  prior  to  the 
date  of  the  public  sale. 

On  the  filing  by  the  applicant  of  the 
notice  of  intention  to  make  proof,  notice 
for  publication  will  be  issued  by  the 
Manager,  which  the  applicant  must  have 
published  at  his  own  expense  in  the 
“News-Champion,”  a  weekly  newspaper, 
published  at  Gunnison,  Colorado,  in  five 
consecutive  issues,  prior  to  the  date  set 
for  proof.  Proof  consisting  of  the  affi¬ 
davit  of  the  applicant  and  of  at  least  two 
of  the  advertised  witnesses  may  be  made 
before  the  Manager,  Land  and  Survey 
Office.  Denver,  or  before  any  other  officer 
authorized  to  take  proofs  under  the 
homestead  laws,  and  must  show  the 
claimant’s  age,  citizenship,  and  his  ac¬ 
tual  residence  and  substantial  improve¬ 
ments  upon  one  lot,  and  substantial  im¬ 
provements  on  a  second  lot  where  two 
lots  are  included  in  the  application. 
Proof  of  publication  must  be  shown  by 
a  statement  of  the  publisher.  The  pur¬ 
chase  price  of  the  lot  or  lots  must  be  paid 
to  the  Manager.  Where  the  amount  ex¬ 
ceeds  $50.00  the  payment  may  be  made 
in  annual  installments  as  provided  in 
paragraph  4. 

9.  Removal  of  improvements.  Owners 
of  improvements  who  do  not  purchase 
the  lots  on  which  the  improvements  are 
located  will  be  allowed  six  months  from 
the  date  of  the  sale  within  which  to  re¬ 
move  their  improvements. 

10.  Disposal  of  lots  after  sale  has  been 
closed.  Lots  remaining  unsold  at  the 
close  of  the  sale  will  be  subject  to  private 
entry  for  cash  at  their  appraised  price, 
and  may  be  purchased  from  the  Man¬ 
ager,  Land  and  Survey  Office,  Bureau  of 
Land  Management,  Denver,  Colorado. 

11.  R€servati07is.  Patents  for  the 
lot?,  when  issued,  will  contain  a  reserva¬ 


tion  of  fissionable  source  materials  and 
conditions  and  limitations  as  proved  by 
the  act  of  August  1,  1946  (60  Stat.  755), 
and  a  reservation  of  right-of-way  for 
ditches  and  canals  in  accordance  with 
the  act  of  August  30,  1890  (26  Stat.  391). 

12.  Warning.  All  persons  are  warned 
against  forming  any  combination  or 
agreement  which  will  prevent  any  lot 
from  selling  advantageously  or  which 
will,  in  any  way,  hinder  or  embarrass  the 
sale.  Any  persons  so  offending  wall  be 
prosecuted  under  18  U.  S.  C.  1860. 

H.  Byron  Mock, 
Regional  Administrator. 

(F.  R.  Doc.  51-6289:  Filed,  May  31,  1951; 

8:45  a.  m.] 
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Arizona 

NOTICE  OF  FILING  OF  PLAT  OF  SURVEY 

May  24,  1951. 

Notice  is  given  that  the  plant  of  ex¬ 
tension  survey  of  the  following  described 
lands,  accepted  November  1,  1949,  will  be 
officially  filed  in  the  Land  and  Survey  Of¬ 
fice,  Phoenix,  Arizona,  effective  at  10:00 
a.  m.  on  the  35th  day  after  the  date  of 
this  notice: 

O.  &  S.  R.  Meridian 
T.  3  N..  P.  7  E., 

Sec.  33,  Lots  5,  6.  7,  8,  9.  10,  11,  12.  NE>4. 

NVaSE'i; 

Secs.  34,  35. 

The  area  described  aggregates  1,647.44 
acres. 

All  of  the  lands  described  are  within 
the  exterior  boundaries  of  the  Tonto  Na¬ 
tional  Forest  pursuant  to  proclamations 
of  January  13,  1908,  February  10,  1909 
and  Executive  order  of  July  1, 1908.  The 
lands  were  also  withdrawn  on  February 
19,  1917,  and  included  in  Water  Power 
Designation  No.  8. 

Anyone  having  a  valid  settlement  or 
right  to  any  of  these  lands  initiated  prior 
to  the  date  of  the  withdrawal  of  the 
lands  should  assert  the  same  within 
three  months  from  the  date  on  which 
the  plat  is  officially  filed  by  filing  an  ap¬ 
plication  under  appropriate  public-land 
law  setting  forth  all  facts  relevant 
thereto. 

All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Manager, 
Land  and  Survey  Office,  Phoenix,  Ari¬ 
zona. 

William  Zimmerman,  Jr., 
Associate  Director. 

[F.  R.  Doc.  51-6290;  Filed.  May  31,  1951; 

8:45  a.  m.j 


Office  of  the  Secretary 

Alaska 

withdrawing  public  land  for  the  use 

OF  THE  DEPARTMENT  OF  THE  ARMY  FOR 
MILITARY  PURPOSES  ‘ 

For  a  period  of  60  days  from  the  date 
of  publication  of  the  above  entitled  or- 


*  See  Title  43,  Chapter  I,  Public  Land  Order 
724,  supra. 


der,  persons  having  cause  to  object  to 
the  terms  thereof  may  present  their  ob¬ 
jections  to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  wTiting, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  in  du¬ 
plicate  in  the  Department  of  the  Interior, 
Washington  25.  D.  C.  In  case  any  ob¬ 
jection  is  filed  and  the  nature  of  the 
opposition  is  such  as  to  warrant  it,  a 
public  hearing  will  be  held  at  a  conven¬ 
ient  time  and  place,  which  wall  be  an¬ 
nounced,  where  opponents  to  the  order 
may  state  their  views  and  where  the 
proponents  of  the  order  can  explain  its 
purpose,  intent,  and  extent.  Should  any 
objection  be  filed,  whether  or  not  a  hear¬ 
ing  is  held,  notice  of  the  determination 
by  the  Secretary  as  to  w'hether  the  order 
should  be  rescinded,  modified  or  let 
stand  will  be  given  to  all  interested  part¬ 
ies  of  record  and  the  general  public. 

Dale  E.  Doty, 

Acting  Secretary  of  the  Interior. 

May  24,  1951. 

(F.  R.  Doc.  51-6294;  Filed.  May  81,  1951; 

8:46  a.  tn.j 


DEPARTMENT  OF  LABOR 

Wage  and  Hour  Division 

Lumber  and  Building  Materials 
Dealers 

NOTICE  OF  HEARING  RELATING  TO  APPLICA¬ 
TION  OF  EXEMPTIONS 

The  Fair  Labor  Standards  Act  of  1938 
(52  Stat.  1060),  as  amended  by  the  Fair 
Labor  Standards  Amendments  of  1949 
(63  Stat,  910),  provides  in  section  13 
(a)  (2)  that  the  minimum  wage  and 
overtime  provisions  of  the  act  shall  not 
apply  wdth  respect  to  “any  employee 
employed  by  any  retail  or  service  estab¬ 
lishment  more  than  50  per  centum  of 
w'hich  establishment’s  annual  dollar 
volume  of  sales  of  goods  or  services  is 
made  within  the  State  in  which  the  es¬ 
tablishment  is  located.  A  ‘retail  or  serv¬ 
ice  establishment’  shall  mean  an  estab¬ 
lishment  75  per  centum  of  whose  annual 
dollar  volume  of  sales  of  goods  or  serv¬ 
ices  (or  of  both)  is  not  for  resale  and  is 
recognized  as  retail  sales  or  services  in 
the  particular  industry.” 

Section  13  (a)  (4)  of  the  act,  as 
amended,  provides  that  the  minimum 
wage  and  overtime  provisions  of  the  act 
shall  not  apply  with  respect  to  “any  em¬ 
ployee  employed  by  an  establishment 
w'hich  qualifies  as  an  exempt  retail  es¬ 
tablishment  under  clause  (2)  of  this 
subsection  and  is  recognized  as  a  retail 
establishment  in  the  particular  industry 
notwithstanding  that  such  establishment 
makes  or  processes  at  the  retail  estab¬ 
lishment  the  goods  that  it  sells:  Pro¬ 
vided,  That  more  than  85  per  centum  of 
such  establishment’s  annual  dollar  vol¬ 
ume  of  sales  of  goods  so  made  or  proc¬ 
essed  is  made  wdthin  the  State  in  which 
the  establishment  is  located.” 

Section  3  (n)  of  the  act,  as  amended, 
provides  that  “  ‘resale’  shall  not  include 
the  sale  of  goods  to  be  used  in  residential 
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or  farm  building  construction,  repair,  or 
maintenance :  Provided.  That  the  sale  is 
recognized  as  a  bona  fide  retail  sale  In 
the  industry.” 

Interpretative  bulletin.  Part  779,  which 
sets  forth  the  Administrator’s  interpre¬ 
tations  of  the  scope  and  the  terms  of  the 
exemptions  provided  by  sections  13  (a) 
(2)  and  13  (a)  (4)  of  the  act,  lists  the 
general  principles  under  which  a  deter¬ 
mination  can  be  made  as  to  what  sales 
or  services  are  recognized  as  retail  in  a 
particular  industry  and  what  establish¬ 
ments  are  recognized  as  retail  establish¬ 
ments  in  a  particular  industry.  The 
bulletin  lists  lumber*  yards  as  one  of  the 
types  of  establishments  whose  sales  or 
services  may  be  recognized  as  retail  but 
does  not  deal  specifically  with  the  char¬ 
acter  of  particular  sales  of  such  estab¬ 
lishments  or  with  the  specific  question  of 
what  establishments,  if  any,  in  the  lum¬ 
ber  and  building  materials  industry, 
which  are  engaged  in  making  or  proc¬ 
essing  goods  for  sale,  are  recognized  as 
retail  establishments  in  the  industry. 

The  Administrator  has  been  requested 
by  various  establishments  and  by  associ¬ 
ations  of  such  establishments  to  state  his 
views  as  to  which  sales  are  recognized  as 
retail  sales  in  the  industry  and  as  to  what 
types  of  establishments,  if  any,  in  the 
lumber  and  building  materials  industry, 
making  or  processing  goods  for  sale,  are 
recognized  as  retail  establishments  in  the 
industry. 

In  accordance  with  such  requests,  the 
Administrator  undertook  a  study  of  the 
facts  relating  to  establishments  in  the 
lumber  and  building  materials  trade. 
Questionnaires  were  sent  to  various  asso¬ 
ciations  and  labor  organizations  and  a 
survey  was  made  of  readily  available 
data.  The  information  thus  obtained 
was,  however,  deemed  insufficient  to  per¬ 
mit  a  proper  determination  as  to  all  the 
questions  involved.  Consequently  in  or¬ 
der  to  obtain  additional  information  on 
these  questions  and  in  order  to  provide 
interested  parties  an  opportunity  to  pre¬ 
sent  their  views,  notice  is  hereby  given 
of  a  public  hearing  to  be  held  before  an 
authorized  representative  of  the  Admin¬ 
istrator.  beginning  on  Wednesday,  June 
27,  1951,  at  10:00  a.  m.  in  Room  2325, 
Department  of  Labor  Building,  Four¬ 
teenth  and  Constitution  Avenue  NW., 
Washington,  D,  C.,  at  which  interested 
persons  may  present  facts  and  informa¬ 
tion  bearing  on  the  following  questions: 

1.  What  types  of  sales  of  establish¬ 
ments  selling  lumber  and  building  ma¬ 
terials  are  recognized  as  retail  sales  in 
the  particular  industry. 

2.  Which,  if  any,  lumber  and  building 
materials  dealers’  establishments  which 
make  or  process  building  materials  or 
lumber  for  sale  are  recognized  as  retail 
establishments  in  the  particular  indus¬ 
try. 

Among  the  types  of  information  per¬ 
taining  to  these  questions,  which  would 
be  particularly  desirable  are  data  on 
various  pricing  practices  and  quantities 
of  sales;  credit  practices,  methods  of 
selling,  and  types  of  services  rendered; 
the  types  of  customers  to  whom  goods 
are  sold,  and  the  percentages  of  the  total 
volume  of  business  of  an  establishment 
represented  by  the  various  types  of 
sales  which  it  makes;  and  on  the  types 


of  manufacturing  and  processing  opera¬ 
tions  engaged  in  by  dealers  in  lumber 
and  building  materials. 

Copies  of  the  Division’s  report  entitled 
“Data  Pertaining  to  the  Application  of 
sections  13  (a)  (2)  and  13  (a)  (4)  of  the 
Fair  Labor  Standards  Act  to  the  Lumber 
and  Building  Materials  Trade”  may  be 
obtained  on  request  from  the  Adminis¬ 
trator  at  the  Wage  and  Hour  Division, 
United  States  Department  of  Labor, 
Washington  25,  D.  C.,  as  long  as  the  sup¬ 
ply  lasts. 

All  persons  desiiing  to  be  heard  at 
the  aforesaid  public  hearing  should 
notify  the  Administrator,  Wage  and 
Hour  Division,  United  States  Depart¬ 
ment  of  Labor,  Washington  25,  D.  C., 
not  later  than  June  22,  1951,  which  noti¬ 
fication  should  contain  the  following  in¬ 
formation: 

1.  Name  and  address  of  the  person 
who  will  appear. 

2.  If  such  person  will  appear  in  a 
representative  capacity,  the  name  and 
address  of  the  persons  or  organizations 
and  type  of  establishment  or  establish¬ 
ments  he  will  represent. 

3.  The  particular  aspect  of  the  subject 
matter  concerning  which  he  intends  to 
make  a  presentation  at  the  hearing. 

4.  The  approximate  length  of  time 
requested  for  his  presentation. 

Written  statements  may  be  filed  in 
lieu  of  personal  appearances  at  any  time 
before  the  date  of  the  hearing. 

Signed  at  Washington,  D.  C.,  this  28th 
day  of  May  1951. 

F.  Granville  Grimes,  Jr., 
Acting  Administrator,  Wage  and 
Hour  and  Public  Contracts 
Divisions. 

(P.  R.  Doc.  51-6360;  Filed,  May  31.  1951; 
8:54  a.  m.] 

ECONOMIC  STABILIZATION 
AGENCY 

Office  of  Price  Stabilization 

[Ceiling  Price  Regulation  7,  Section  43, 
Special  Order  45] 

J.  Wiss  AND  Sons  Co, 

CEILING  PRICES  AT  RETAIL 

Statement  of  considerations.  In  ac¬ 
cordance  with  section  43  of  Ceiling  Price 
Regulation  7,  the  applicant  named  in  the 
accompanying  special  order,  J.  Wiss  and 
Sons  Company,  11-45  Littleton  Avenue, 
Newark  7,  N.  J.,  has  applied  to  the 
Office  of  Price  Stabilization  for  maxi¬ 
mum  resale  prices  for  retail  sales  of  cer¬ 
tain  of  its  articles.  Applicant  has 
submitted  the  information  required 
under  this  section  and  has  produced  evi¬ 
dence  which  in  the  judgment  of  the  Di¬ 
rector  indicates  that  the  applicant  has 
complied  with  other  stated  require¬ 
ments. 

The  Director  has  determined  on  the 
basis  of  information  available  to  him, 
including  the  data  and  certified  con¬ 
clusions  of  fact  submitted  by  the  appli¬ 
cant,  that  the  retail  ceiling  prices 
requested  and  which  are  established  by 
this  special  order  are  no  higher  than  the 
level  of  ceiling  prices  under  Ceiling  Price 
Regulation  7. 


The  special  order  contains  provisions 
requiring  each  article  to  be  marked  by 
the  applicant  with  the  retail  ceiling  price 
established  by  the  accompanying  special 
order.  The  applicant  is  required  to  send 
purchasers  of  the  articles  a  copy  of  this 
special  order,  a  notice  listing  retail  ceil¬ 
ing  prices  for  each  cost  line  and,  in 
specified  cases,  of  subsequent  amend¬ 
ments  of  this  special  order. 

The  special  order  also  requires  appli¬ 
cant  to  file  with  the  Distribution  Price 
Branch  regular  reports  setting  forth  the 
number  of  units  of  each  article  covered 
by  this  special  order  which  applicant  has 
delivered  during  the  reporting  period. 
This  requirement  conforms  with  the 
provisions  of  section  43,  Ceiling  Price 
Regulation  7. 

Special  provisions.  For  the  reasons  set 
forth  in  the  statement  of  considerations 
and  pursuant  to  section  43  of  Ceiling 
Price  Regulation  7,  this  special  order  is 
hereby  issued. 

1.  The  ceiling  prices  for  sales  after  the 
effective  date  of  this  special  order  by 
any  seller  at  retail  of  shears,  scissors, 
snips,  pinking  shears,  pruning  shears 
and  clippers,  manufactured  by  J.  Wiss 
and  Sons  Company,  having  the  brand 
name(s)  “Wiss”,  shall  be  the  proposed 
retail  ceiling  prices  listed  by  J.  Wiss  and 
Sons  Company  in  its  application  dated 
April  11,  1951,  and  filed  with  the  Office 
of  Price  Stabilization,  Washington  25, 
D.  C. 

2.  'She  retail  ceiling  price  of  an  article 
fixed  in  paragraph  1  of  this  special  or¬ 
der  shall  apply  to  any  other  article  of 
the  same  type  which  is  otherwise  price- 
able  under  Ceiling  Price  Regulation  7  by 
retailers  subject  to  that  regulation,  hav¬ 
ing  the  same  selling  price  and  terms  of 
sale  to  the  retailer,  the  same  brand  or 
company  name  and  first  sold  by  the  man¬ 
ufacturer  after  the  effective  date  of  this 
special  order. 

3.  On  and  after  July  2,  1951,  J.  Wiss 
and  Sons  Company,  must  mark  each  ar¬ 
ticle  for  which  a  ceiling  price  has  been 
established  in  paragraph  1  of  this  spe¬ 
cial  order  with  the  retail  ceiling  price 
under  this  special  order,  or  attach  to  the 
article  a  label,  tag  or  ticket  stating  the 
retail  ceiling  price.  This  mark  or  state¬ 
ment  must  be  in  the  following  form: 

OP&— Sec.  43— CPR  7 
Price  $ _ 

On  and  after  July  31,  1951,  no  re¬ 
tailer  may  offer  or  sell  the  article  unless 
it  is  marked  or  tagged  in  the  form  stated 
above.  Prior  to  July  31,  1951,  unless  the 
article  is  marked  or  tagged  in  this  form, 
the  retailer  shall  comply  with  the  mark¬ 
ing,  tagging,  and  posting  provisions  of 
the  regulation  which  would  apply  in  the 
absence  of  this  special  order. 

Upon  issuance  of  any  amendment  to 
this  special  order  which  either  adds  an 
article  to  those  already  listed  in  the 
manufacturer’s  apphcation  or  changes 
the  retail  ceiling  price*of  a  listed  article, 
J.  Wiss  and  Sons  Company,  must  com¬ 
ply,  as  to  each  such  article,  with  the 
preticketing  requirements  of  this  para¬ 
graph  within  30  days  after  the  effective 
date  of  the  amendment.  After  60  days 
from  the  effective  date,  no  retailer  may 
offer  or  sell  the  article  unless  it  is 
ticketed  in  accordance  with  the  require- 
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merits  of  this  paragraph.  Prior  to  the 
expiration  of  the  60 -day  period,  unless 
the  article  is  so  ticketed,  the  retailer 
shall  comply  with  the  marking,  tagging, 
and  posting  provisions  of  the  regulation 
which  would  apply  in  the  absence  of  this 
special  order. 

4.  Within  15  days  after  the  effective 
date  of  this  special  order,  the  manufac¬ 
turer  shall  send  a  copy  of  this  special 
order  to  each  purchaser  for  resale  to 
whom,  within  two  months  immediately 
prior  to  the  effective  date,  the  manufac¬ 
turer  had  delivered  any  article  covered 
in  paragraph  1  of  this  special  order.  The 
manufacturer  shall  annex  to  that  order 
a  notice,  listing  the  cost  and  discount 
terms  to  retailers  for  each  article  covered 
by  this  order  and  the  corresponding  re¬ 
tail  ceiling  price  fixed  by  this  order  for 
an  article  of  that  cost.  The  notice  shall 
be  in  substantially  the  following  form: 


(Column  1) 

(Column  2) 

Our  price  to  retailers 

Retailer’s  ceilincs  for  articles 
of  cost  listed  in  column  1 

limit. 

$ . pi*r . •{ilozon. 

U*tc. 

Terms . (not  or  iierccnt  EOM,  etc.)  $. 


Copies  shall  be  sent  to  all  other  pur¬ 
chasers  on  or  before  the  date  of  the 
first  delivery  of  any  such  article  subse¬ 
quent  to  the  effective  date  of  the  special 
order,  and  shall  be  accompanied  by 
copies  of  each  amendment  thei^to  (if 
any)  issued  prior  to  the  date  of  the 
delivery.  •  Within  15  days  after  the  effec¬ 
tive  date  of  any  subsequent  amendment 
to  the  special  order,  the  manufacturer 
shall  send  a  copy  of  the  amendment  to 
each  purchaser  to  whom,  within  two 
months  immediately  prior  to  the  effec¬ 
tive  date  of  such  amendment,  the  seller 
had  delivered  any  article  the  sale  of 
which  is  affected  in  any  manner  by  the 
amendment. 

5.  Within  45  days  of  the  expiration 
of  the  first  6  months’  period  following 
the  effective  date  of  this  special  order 
and  within  45  days  of  the  expiration 
of  each  successive  6  months’  period,  the 
manufacturer  shall  file  with  the  Distri¬ 
bution  Price  Branch,  Office  of  Price 
Stabilization,  Washington  25,  D.  C.,  a 
report  setting  forth  the  number  of  units 
of  each  article  covered  by  this  special 
order  which  he  has  delivered  in  that 

6  months’  period. 

6.  The  provisions  of  this  special  order 
establish  the  ceiling  price  for  sales  at 
retail  of  the  articles  covered  by  it  re¬ 
gardless  of  whether  the  seller  is  other¬ 
wise  subject  to  Ceiling  Price  Regulation 

7  or  any  other  regulation. 

7.  This  special  order  or  any  provision 
thereof  may  be  revoked,  suspended,  or 
amended  by  the  Director  of  Price  Stabili¬ 
zation  at  any  time. 

8.  'The  provisions  of  this  special  order 
are  applicable  to  the  United  States  and 
the  District  of  Columbia. 

Effective  date.  This  special  order 
shall  become  effective  May  31,  1951. 

Edward  F.  Phelps.  Jr., 
Acting  Director  of  Price  Stabilization, 

M.\y  29,  1951. 

[F.  R.  Doc.  61-6394:  Filed,  May  29,  1951| 
3;  17  p.  m.] 


[CJeiling  Price  Regulation  7,  Section  43, 
Special  Order  46] 

L’Aiglon  Apparel,  Inc. 

CEILING  prices  AT  RETAIL 

Statement  of  considerations.  In  ac¬ 
cordance  with  section  43  of  Ceiling  Price 
Regulation  7,  the  applicant  named  in  the 
accompanying  special  order,  L’Aiglon 
Apparel,  Inc.,  15th  and  Mt.  Vernon 
Streets,  Philadelphia,  Pa.,  has  applied  to 
the  Office  of  Price  Stabilization  for  max¬ 
imum  resale  prices  for  retail  sales  of  cer¬ 
tain  of  its  articles.  Applicant  has  sub¬ 
mitted  the  information  required  under 
this  section  and  has  produced  evidence 
W'hich  in  the  judgment  of  the  Director 
Indicates  that  the  applicant  has  com¬ 
plied  with  other  stated  requirements. 

The  Director  has  determined  on  the 
basis  of  information  available  to  him. 
Including  the  data  and  certified  con¬ 
clusions  of  fact  submitted  by  the  appli¬ 
cant,  that  the  retail  ceiling  prices 
requested  and  w’hich  are  established  by 
this  special  order  are  no  higher  than  the 
level  of  ceiling  prices  under  Ceiling  Price 
Regulation  7. 

The  special  order  contains  provisions 
requiring  each  article  to  be  marked  by 
the  applicant  with  the  retail  ceiling  price 
established  by  the  accompanying  special 
order.  The  applicant  is  required  to  send 
purchasers  of  the  articles  a  copy  of  this 
special  order,  a  notice  listing  retail  ceil¬ 
ing  prices  for  each  cost  line  and,  in  speci¬ 
fied  cases,  of  subsequent  amendments  of 
this  special  order. 

'The  special  order  also  requires  appli¬ 
cant  to  file  with  the  Distribution  Price 
Branch  regular  reports  setting  forth  the 
number  of  units  of  each  article  covered 
by  this  special  order  W’hich  applicant  has 
delivered  during  the  reporting  period. 
This  requirement  conforms  with  the  pro¬ 
visions  of  section  43,  Ceiling  Price  Reg¬ 
ulation  7. 

Special  provisions.  For  the  reasons 
set  forth  in  the  statement  of  considera¬ 
tions  and  pursuant  to  section  43  of  Ceil¬ 
ing  Price  Regulation  7,  this  special  order 
is  hereby  issued. 

1.  The  ceiling  prices  for  sales  after  the 
effective  date  of  this  special  order  by  any 
seller  at  retail  of  women’s  and  misses’ 
daytime  dresses  manufactured  by  L’Aig¬ 
lon  Apparel,  Inc.,  having  the  brand 
name(s)  “L’Aiglon”,  shall  be  the  pro¬ 
posed  retail  ceiling  prices  listed  by 
L’Aiglon  Apparel,  Inc.,  in  its  application 
dated  April  6,  1951,  and  filed  w’ith  the 
Office  of  Price  Stabilization,  Washing¬ 
ton  25,  D.  C. 

2.  The  retail  ceiling  price  of  an  article 
fixed  in  paragraph  1  of  this  special  order 
shall  apply  to  any  other  article  of  the 
same  type  which  is  otherwise  priceable 
under  Ceiling  Price  Regulation  7  by  re¬ 
tailers  subject  to  that  regulation,  having 
the  same  selling  price  and  terms  of  sale 
to  the  retailer,  the  same  brand  or  com¬ 
pany  name  and  first  sold  by  the  manu¬ 
facturer  after  the  effective  date  of  this 
special  order. 

3.  On  and  after  July  2.  1951,  L’Aiglon 
Apparel,  Inc.,  must  mark  each  article 
for  which  a  ceiling  price  has  been  estab¬ 
lished  in  paragraph  1  of  this  special  order 
with  the  retail  ceiling  price  under  this 
special  order,  or  attach  to  the  article  a 
label,  tag  or  ticket  stating  the  retail  ceil¬ 


ing  price.  This  mark  or  statement  must 
be  in  the  following  form: 

OPS— Sec.  43— CPR  7 
Price  $ _ 

On  and  after  July  31,  1951,  no  retailer 
may  offer  or  sell  the  article  unless  it  is 
marked  or  tagged  in  the  form  stated 
above.  Prior  to  July  31,  1951,  unless  the 
article  is  marked  or  tagged  in  this  form, 
the  retailer  shall  comply  with  the  mark¬ 
ing,  tagging,  and  posting  provisions  of 
the  regulation  which  would  apply  in  the 
absence  of  this  special  order. 

Upon  issuance  of  any  amendment  to 
this  special  order  w’hich  either  adds  an 
article  to  those  already  listed  in  the  man¬ 
ufacturer’s  application  or  changes  the 
retail  ceiling  price  of  a  listed  article, 
L’Aiglon  Apparel,  Inc.,  must  comply,  as 
to  each  such  article,  with  the  preticket¬ 
ing  requirements  of  this  paragraph 
within  30  days  after  the  effective  date 
of  the  amendment.  After  60  days  from 
the  effective  date,  no  retailer  may  offer 
or  sell  the  article  unless  it  is  ticketed  in 
accordance  wuth  the  requirements  of 
this  paragraph.  Prior  to  the  expiration 
of  the  60-day  period,  unless  the  article 
is  so  ticketed,  the  retailer  shall  comply 
wuth  the  marking,  tagging,  and  posting 
provisions  of  the  regulation  which  would 
apply  in  the  absence  of  this  special 
order. 

4.  Within  15  days  after  the  effective 
date  of  this  special  order,  the  manu¬ 
facturer  shall  send  a  copy  of  this  special 
order  to  each  purchaser  for  resale  to 
whom,  within  tw’o  months  immediately 
prior  to  the  effective  date,  the  manufac¬ 
turer  had  delivered  any  article  covered 
in  paragraph  1  of  this  special  order.  The 
manufacturer  shall  annex  to  that  order 
a  notice,  listing  the  cost  and  discount 
terms  to  retailers  for  each  article  cov¬ 
ered  by  this  order  and  the  corresponding 
retail  ceiling  price  fixed  by  this  order 
for  an  article  of  that  cost.  The  notice 
shall  be  in  substantially  the  following 
form: 


(Column  1) 

(Column  2) 

Our  price  to  retailers 

Retailer’s  ceilint's  for  art icles 
of  cost  listed  in  column  1 

(unit. 

$ . .  per . •{ dozen. 

(etc. 

Terms . (net  or  percent  EOM,  etc.)  $. 


Copies  shall  be  sent  to  all  other  purchas¬ 
ers  on  or  before  the  date  of  the  first  de¬ 
livery  of  any  such  article  subsequent  to 
the  effective  date  of  the  special  order, 
and  shall  be  accompanied  by  copies  of 
each  amendment  thereto  (if  any)  issued 
prior  to  the  date  of  the  delivery.  Within 
15  days  after  the  effective  date  of  any 
subsequent  amendment  to  the  special  or¬ 
der,  the  manufacturer  shall  send  a  copy 
of  the  amendment  to  each  purchaser  to 
W'hom,  w’ithin  two  months  immediately 
prior  to  the  effective  date  of  such  amend¬ 
ment,  the  seller  had  delivered  any  article 
the  sale  of  w’hich  is  affected  in  any  man¬ 
ner  by  the  amendment. 

5.  Within  45  days  of  the  expiration  of 
the  first  6  months  period  followung  the 
effective  date  of  this  special  order  and 
wuthin  45  days  of  the  expiration  of  each 
successive  6  months  period,  the  manu¬ 
facturer  shall  file  with  the  Distribution 
Price  Branch,  Office  of  Price  tStabiliza- 
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tion,  Washington  25,  D.  C.,  a  report  set¬ 
ting  forth  the  number  of  units  of  each 
article  covered  by  this  special  order 
which  he  has  delivered  in  that  6  months 
period. 

6.  The  provisions  of  this  special  order 
establish  the  ceiling  price  for  sales  at 
retail  of  the  articles  covered  by  it  re¬ 
gardless  of  whether  the  seller  is  other¬ 
wise  subject  to  Ceiling  Price  Regulation 
7  or  any  other  regulation. 

7.  This  special  order  or  any  provision 
thereof  may  be  revoked,  suspended,  or 
amended  by  the  Director  of  Price  Sta¬ 
bilization  at  any  time. 

8.  The  provisions  of  this  special  order 
are  applicable  to  the  United  States  and 
the  District  of  Columbia. 

Effective  date.  This  special  order  shall 
become  effective  May  31,  1951. 

Edward  F,  Phelps,  Jr., 
Acting  Director  of  Price  Stabilization. 

May  29,  1951. 

[F.  R.  Doc.  61-6395;  Filed,  May  29,  1951; 

3:17  p.  m.J 


[Delegation  of  Authority  6,  Supplement  8] 

Chiefs  of  Branches  of  Rubber,  Chemi¬ 
cals  AND  Drugs  Division  of  Office  of 
Price  Operations 

redelegation  of  authority  to  request 
further  information  concerning  pro¬ 
posed  ceiling  prices 

By  virtue  of  the  authority  vested  in  me 
as  Director  of  the  Rubber,  Chemicals  and 
Drugs  Division  of  the  Office  of  Price  Op¬ 
erations,  Office  of  Price  Stabilization  by 
Delegation  of  Authority  No.  6,  Supple¬ 
ment  1  (16  F.  R.  3672),  this  delegation 
of  authority  is  hereby  issued. 

Authority  is  hereby  delegated  to  the 
Chiefs  of  the  Branches  of  the  Rubber, 
Chemicals  and  Drugs  Division  of  the 
Office  of  Price  Operations,  Office  of  Price 
Stabilization  to  request  further  informa¬ 
tion  from  a  seller  w^ho  has  submitted  a 
proposed  ceiling  price  for  approval.  This 
delegation  applies  wherever  a  Ceiling 
Price  Regulation  permits  the  seller  to 
operate  at  the  ceiling  price  proposed  by 
him,  whether  immediately  or  after  the 
expiration  of  a  prescribed  period  of  time, 
unless  and  until  he  is  notified  by  the  Di¬ 
rector  of  Price  Stabilization  that  the  pro¬ 
posed  ceiling  price  has  been  disapproved 
or  that  more  information  is  required. 

This  delegation  of  authority  shalftake 
effect  on  June  1, 1951. 

T.  H.  McCormack, 
Director,  Rubber.  Chemicals  and 
Drugs  Division,  Office  of  Price 
Operations,  Office  of  Price 
Stabilization. 

M.\y  31,  1951. 

[F.  R.  Doc.  61-6419;  Filed,  May  31,  1951; 

9:30  a.  m.] 


FEDERAL  POWER  COMMISSION 

[Docket  No.  E-63581 
Missouri  Public  Service  Co. 

NOTICE  OF  application 

May  25,  1951. 

Take  notice  that  on  May  24,  1951,  an 
application  was  filed  with  the  Federal 


FEDERAL  REGISTER 

• 

Pow’er  Commission,  pursuant  to  section 
203  of  the  Federal  Power  Act,  by  Missouri 
Public  Service  Company  (hereinafter 
called  “Applicant”),  a  corporation  or¬ 
ganized  under  the  laws  of  the  State  of 
Missouri  and  doing  business  in  said  State 
with  its  principal  business  office  at  War- 
rensburg,  Missouri,  seeking  an  order  au¬ 
thorizing  the  acquisition  from  Missouri 
Power  &  Light  Company  certain  electric 
facilities  consisting  of  an  electric  distri¬ 
bution  system,  street  lighting  system, 
and  appurtenant  equipment  and  facili¬ 
ties  located  in  and  adjacent  to  the  City 
of  CSinton,  Missouri,  and  to  merge  or 
consolidate  said  electric  facilities  with 
the  system  of  Applicant.  The  considera¬ 
tion  stated  in  the  application,  will  be 
$650,000  to  be  paid  in  cash;  all  as  more 
fully  appears  in  the  application  on  file 
with  the  Commission. 

Any  person  desiring  to  be  heard,  or  to 
make  any  protest  with  reference  to  said 
application  should,  on  or  before  the  15th 
day  of  June  1951,  file  with  the  Federal 
Power  Commission,  Washington  25,  D.  C., 
a  petition  or  protest  in  accordance  with 
the  Commission’s  rules  of  practice  and 
procedure.  The  application  is  on  file 
with  the  Commission  for  public  inspec¬ 
tion. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

[F.  R.  Doc.  61-6308;  Filed,  May  31,  1951; 

8:47  a.  m.J 


[Docket  No.  G-1638] 

Manufacturers  Light  and  Heat  Co. 
notice  of  order  denying  application  for 

CERTIFICATE 

May  28,  1951. 

Notice  is  hereby  given  that,  on  May  25, 
1951,  the  Federal  Power  Commission  is¬ 
sued  its  order  denying  application  for 
certificate  of  public  convenience  and 
necessity  in  the  above-entitled  matter. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

[F.  R.  Doc.  51-6309;  Filed,  May  31,  1951; 
8:47  a.  m.j 


[Project  No.  1080] 

Hook-Aston  Mining  Milling  Co. 

NOTICE  OF  ORDER  ISSUING  LICENSE 

May  28,  1951. 

In  the  matter  of  George  H.  Wilking, 
doing  business  as  The  Hook-Aston  Min¬ 
ing  Milling  Company;  Project  No.  1080. 

Notice  is  hereby  given  that,  on  April 
27,  1951,  the  Federal  Power  Commi.ssion 
issued  its  order  entered  April  24,  1951, 
issuing  Annual  License  (Minor)  in  the 
above-designated  matter. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

[F.  R.  Doc.  61-6307;  Filed.  May  31,  1951| 
8:47  a.  m.] 
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.  [Docket  Nos.  G-1632.  G-1656] 

Southern  Natural  Gas  Co.  and  Texas 
Gas  Transmission  Corp. 

ORDER  CONSOLIDATING  PROCEEDINGS  AND 
FIXING  DATE  OF  HEARING 

May  24,  1951. 

In  the  matters  of  Southern  Natural 
Gas  Company,  Docket  No.  G-1632;  and 
Texas  Gas  Transmission  Corporation, 
Docket  No.  G-1656. 

On  March  9,  1951  and  April  6,  1951, 
respectively.  Southern  Natural  Gas  Com¬ 
pany  (Southern  Natural)  and  Texas  Gas 
Transmission  Corporation  (Texas  Gas) 
at  Docket  Nos.  G-1632  and  G-1656  filed 
applications  for  certificates  of  public 
convenience  and  necessity  authorizing 
the  construction  and  operation  of  cer¬ 
tain  natural-gas  pipeline  facilities  to  sell 
and  deliver  natural  gas  to  Mississippi 
Power  &  Light  Company  for  service  to 
Deer  Creek  Natural  Gas  District,  Missis¬ 
sippi,  all  as  more  fully  described  in  such 
applications  on  file  with  the  Commission 
and  open  to  public  inspection. 

Both  Applicants  have  requested  that 
their  applications  be  heard  under  the 
shortened  procedure  provided  for  by 
§  1.32  (b)  (18  CFR  1.32  (b) )  of  the  Com¬ 
mission’s  rules  of  practice  and  proce¬ 
dure;  and  no  request  to  be  heard  or  pro¬ 
test  has  been  filed  subsequent  to  the 
giving  of  due  notice  of  the  filing  of  the 
applications,  including  publication  in  the 
Federal  Register  of  notice  of  application 
at  Docket  No.  G-1632  on  March  29,  1951 
(16  F.  R.  2769)  and  notice  of  application 
at  Docket  No.  G-1656  on  May  8,  1951 
(16  F.  R.  4262). 

Deer  Creek  Natural  Gas  District  has 
petitioned  to  intervene  in  these  proceed¬ 
ings  in  support  of  both  applications,  and 
has  joine(i  in  the  request  of  both  Appli¬ 
cants  that  these  applications  be  disposed 
of  under  said  §  1.32  (b). 

The  Commission  finds: 

(1)  Orderly  procedure  requires  that 
the  proceedings  at  Docket  Nos.  G-1632 
and  G-1656  be  consolidated  for  purpose 
of  hearing. 

(2)  These  proceedings  are  proper  ones 
for  disposition  under  the  provisions  of 
§  1.32  (b)  of  the  Commission’s  rules  of 
practice  and  procedure. 

The  Commission  orders; 

(A)  The  proceedings  at  Docket  Nos. 
G-1632  and  G-1656  be  and  the  same 
hereby  are  consolidated  for  purpose  of 
hearing. 

(B)  Pursuant  to  the  authority  con¬ 
tained  in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Pow'er  Com¬ 
mission  by  sections  7  and  15  of  the  Nat¬ 
ural  Gas  Act,  as  amended,  and  the  Com¬ 
mission’s  rules  of  practice  and  procedure, 
a  public  hearing  be  held  on  June  8,  1951, 
at  9:30  a.  m.  e.  d.  s.  t.,  in  the  Hearing 
Room  of  the  Federal  Power  Commission, 
1800  Pennsylvania  Avenue  NW.,  Wash¬ 
ington,  D.  C.,  concerning  the  matters  in¬ 
volved  and  the  issues  presented  by  the 
applications  filed  in  these  consolidated 
proceedings:  Provided,  however.  That  the 
Commission  may,  after  a  non-contested 
hearing,  forthwith  dispose  of  the  pro¬ 
ceedings  pursuant  to  the  provisions  of 
§  1.32  (b)  of  the  Commission’s  rules  of 
practice  and  procedure. 

(C)  Interested  State  commissions  may 
participate  as  provided  by  §§  1.8  and  1.37 
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NOTICES 


(f )  (18  CFR  1.8  and  1.37  (f ) )  of  the  said 
i*ules  of  practice  and  procedure. 

Date  of  issuance:  May  25, 1951. 

By  the  Commission. 

I  SEAL]  Leon  M.  Fuqua y. 

Secretary. 

[P.  R.  Doc.  51-e295;  Filed,  May  31.  1951; 
8:46  a.  m.] 


FEDERAL  TRADE  COMMISSION 

I  File  No.  21-432] 

Se.'.ii  Binding  Industry 

NOTICE  OF  HEARING  AND  OF  OPPORTUNITY  TO 
PRESENT  VIEWS,  SUGGESTIONS,  OR  OBJEC¬ 
TIONS 

Opportunity  is  hereby  extended  by  the 
Federal  Trade  Commission  to  any  and 
all  persons,  partnerships,  corporations, 
organizations,  or  other  parties,  including 
farm,  labor,  and  consumer  groups,  af¬ 
fected  by  or  having  an  interest  in  the 
proposed  trade  practice  rules  for  the 
seam  binding  industry,  to  present  to  the 
Commission  their  views  concerning  said 
rules,  including  such  pertinent  informa¬ 
tion,  suggestions,  or  objections  as  they 
may  desire  to  submit,  and  to  be  heard  in 
the  premises.  For  this  purpose  they 
may  obtain  copies  of  the  proposed  rules 
upon  request  to  the  Commission.  Such 
views,  information,  suggestions,  or  ob¬ 
jections  may  be  submitted  by  letter, 
memorandum,  brief,  or  other  communi¬ 
cation.  to  be  filed  with  the  Commission 
not  later  than  June  19,  1951.  Oppor¬ 
tunity  to  be  heard  orally  wall  be  afforded 
at  the  hearing  beginning  at  10  a.  m., 
d.  s.  t.,  June  19,  1951,  in  Room  332,  Fed¬ 
eral  Trade  Commission  Building,  Penn¬ 
sylvania  Avenue  at  Sixth  Street  NW., 
Washington,  D.  C.,  to  any  such  persons, 
partnerships,  corporations,  organiza¬ 
tions,  or  other  parties  who  desire  to  ap¬ 
pear  and  be  heard.  After  due  consid¬ 
eration  of  all  matters  presented  in 
writing  or  orally,  the  Commission  will 
proceed  to  final  action  on  the  proposed 
rules. 

Issued;  May  28,  1951. 

By  the  Commission. 

ISEALl  D,  C.  Daniel, 

Secretary. 

IF.  R.  Doc.  51-6320:  Filed.  May  31,  1951; 

8:48  a.  m.] 


GENERAL  SERVICES  ADMIN¬ 
ISTRATION 

Secretary  of  Labor 

delegation  of  authority  with  respect 
TO  contracts  for  INSTRUCTIONAL  PRO¬ 
GRAMS  WITH  COLLEGES,  UNIVERSITIES  AND 
EDUCATIONAL  INSTITUTIONS 

1.  Pursuant  to  authority  vested  in  me 
by  the  provisions  of  the  Federal  Property 
and  Administrative  Services  Act  of  1949, 
as  amended  (Public  Laws  152  and  754, 
81st  Congress),  hereinafter  called  the 
act.  authority  is  hereby  delegated  to  the 
Secretary  of  Labor  to  exercise  the  fol¬ 
lowing  auihoiicy  in  connection  with 


providing  programs  of  instruction  and 
information  authorized  by  law: 

a.  To  contract  for  the  services  of  col¬ 
leges,  universities  and  other  educational 
institutions  in  providing  instructional 
and  informational  services; 

b.  To  dispense  with  advertising  in  ac¬ 
cord  with  section  302  (c)  (5)  of  the  act. 

2.  This  authority  shall  be  exercised 
strictly  in  accordance  with  the  act,  par¬ 
ticularly  section  307  requiring  written 
findings  and  in  certain  instances  pres¬ 
ervation  of  data  and  reports  to  the 
General  Accounting  Office. 

3.  The  authority  herein  delegated  may 
be  redelegated  to  any  officer  or  employee 
of  the  Department  of  Labor  subject  to 
the  liir.'tations  of  section  307  of  the  act. 

This  delegation  of  authority  shall  be 
effective  as  of  the  date  hereof. 

Dated:  May  26,  1951. 

Jess  Larson, 
Administrator. 

IF.  R.  Doc.  51-6362:  Filed,  May  31,  1951; 

8:54  a.  m.j 


INTERSTATE  COMAAERCE 
COMMISSION 

[4th  Sec.  Application  26119] 

CEAirNT  From  Certain  Points  to  Point 
Comfort,  Tex. 

application  for  relief 

May  23,  1951. 

The  Commission  is  in  receipt  of  the 
above-entitled  and  numbered  applica¬ 
tion  for  relief  from  the  long-and-short- 
haul  provision  of  section  4  (1)  of  the 
Interstate  Commerce  Act. 

Filed  by:  D.  Q.  Marsh,  Agent,  for  Point 
Comfort  &  Northern.  Railw^ay  and  other 
carriers  parties  to  tariffs  listed  below. 

Commodities  involved:  Cement  and 
related  articles,  carloads. 

Frojn:  Points  in  Illinois,  Indiana  and 
southwestern  territory. 

To:  Point  Comfort,  Tex. 

Grounds  for  relief :  Circuity,  rail  com¬ 
petition,  to  maintain  grouping,  and  to 
apply  over  short  tariff  routes  rates  con¬ 
structed  on  the  basis  of  the  short  line 
distance  formula. 

Schedules  filed  containing  proposed 
rates:  D.  Q.  Marsh’s  tariff  I.  C.  C.  No. 
3856,  Supp.  18.  D.  Q.  Marsh’s  tariff 
I.  C.  C.  No.  3484,  Supp.  16. 

Any  interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commis¬ 
sion  in  writing  so  to  do  within  15  days 
from  the  date  of  this  notice.  As  pro¬ 
vided  by  the  general  rules  of  practice 
of  the  Commission,  Rule  73,  persons 
other  than  applicants  should  fairly  dis¬ 
close  their  interest,  and  the  position 
they  intend  to  take  at  the  hearing  with 
respect  to  the  application.  Otherwise 
the  Commission,  in  its  discretion,  may 
proceed  to  investigate  and  determine  the 
matters  involved  in  such  application 
without  further  or  formal  hearing.  If 
because  of  an  emergency  a  grant  of  tem¬ 
porary  relief  is  found  to  be  necessary 
before  the  expiration  of  the  15-day  pe¬ 
riod.  a  hearing,  upon  a  request  filed 


within  that  period,  may  be  held  subse¬ 
quently. 

By  the  Commission,  Division  2. 

.  [seal]  W.  P.  Bartel, 

Secretary. 

(P.  R.  Doc.  51-6310:  Filed,  May  31,  1951: 
8:47  a.  m.] 


[4th  Sec.  Application  26120] 

Soda  Ash  and  Caustic  Soda  From 
Baton  Rouge,  La. 

application  for  relief  to  certain  points 
May  28,  1951. 

The  Commission  is  in  receipt  of  the 
above-entitled  and  numbered  applica¬ 
tion  for  relief  from  the  long-and-short- 
haul  provision  of  section  4  (1)  of  the 
Interstate  Commerce  Act. 

Filed  by:  R.  E.  Boyle,  Jr.,  Agent,  for 
carriers  parties  to  Agent  W.  P.  Emerson, 
Jr.’s  tariff  I.  C.  C.  No.  378. 

Commodities  involved:  Soda  ash  and 
caustic  soda,  carloads. 

From:  Baton  Rouge  and  North  Baton 
Rouge,  La. 

To:  Ohio  River  crossings  and  points 
in  Illinois,  Indiana,  and  Wisconsin. 

Grounds  for  relief:  Circuitous  routes. 

Schedules  filed  containing  proposed 
rates:  W.  P.  Emerson,  Jr.’s  tariff  I.  C.  C. 
No.  378,  Supp.  132. 

Any  interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commis¬ 
sion  in  writing  so  to  do  within  15  days 
from  the  date  of  this  notice.  As  provided 
by  the  general  rules  of  practice  of  the 
Commission,  Rule  73,  persons  other  than 
applicants  should  fairly  disclose  their 
interest,  and  the  position  they  intend  to 
take  at  the  hearing  with  respect  to  the 
application.  Otherwise  the  Commission, 
in  its  discretion,  may  proceed  to  investi¬ 
gate  and  determine  the  matters  involved 
in  such  application  without  further  or 
formal  hearing.  If  because  of  an  emer¬ 
gency  a  grant  of  temporary  relief  is 
found  to  be  necessary  before  the  expira¬ 
tion  of  the  15-day  period,  a  hearing,  upon 
a  request  filed  within  that  period,  may 
be  held  subsequently. 

By  the  Commission,  Division  2. 

[seal]  W.  P.  Bartel, 

Secretary. 

[F.  R.  Doc.  51-6311;  Filed,  May  31,  1951; 

8:47  a.  m.] 


[4th  Sec.  Application  26121] 

Fresh  Meats  From  Dallas,  Tex.,  to 
Austin,  Minn. 

application  for  reuef 

May  28,  1951. 

The  Commission  is  in  receipt  of  the 
above-entitled  and  numbered  application 
for  relief  from  the  long-and-short-haul 
provision  of  section  4  (1)  of  the  Inter¬ 
state  Commerce  Act. 

Filed  by:  D.  Q.  Marsh,  Agent,  for  car¬ 
riers  parties  to  his  tariff  I.  C.  C.  No.  3588. 

Commodities  involved;  Fresh  meats, 
carloads. 

Fi'om;  Dalla':,  Tex. 

To:  Austin,  Minn. 
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Grounds  for  relief:  Circuitous  routes 
and  competition  with  rail  carriers. 

Schedules  filed  containing  proposed 
rates:  D.  Q.  Marsh’s  tariff  I.  C.  C.  No. 
3588,  Supp.  140. 

Any  interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commission 
in  writing  so  to  do  within  15  days  from 
the  date  of  this  notice.  As  provided  by 
the  general  rules  of  practice  of  the  Com¬ 
mission.  Rule  73,  persons  other  than 
applicants  should  fairly  disclose  their 
Interest,  and  the  position  they  intend  to 
take  at  the  hearing  with  respect  to  the 
application.  Otherwise  the  Commission, 
in  its  discretion,  may  proceed  to  investi¬ 
gate  and  determine  the  matters  involved 
in  such  application  without  further  or 
formal  hearing.  If  because  of  an  emer¬ 
gency  a  grant  of  temporary  relief  is 
found  to  be  necessary  before  the  expira¬ 
tion  of  the  15-day  period,  a  hearing, 
upon  a  request  filed  within  that  period, 
may  be  held  subsequently. 

By  the  Commission,  Division  2. 

[seal]  W.  P.  Bartel, 

Secretary. 

|F.  R.  Doc.  61-6312;  Filed,  May  31,  1951; 

8:47  a.  m.] 


[4th  Sec.  Application  26122] 

Petroleum  Products  From  Norfolk 

AND  Portsmouth,  Va.,  to  Certain 

Other  Points  in  Virginia 

APPLICATION  FOR  RELIEF  y 

May  28,  1951. 

The  Commission  is  in  receipt  of  the 
above-entitled  and  numbered  applica¬ 
tion  for  relief  from  the  long-and-short- 
haul  provision  of  section  4  (1)  of  the 
Interstate  Commerce  Act. 

Filed  by :  Southern  Railway  Company. 

Commodities  involved:  Gasoline,  pe¬ 
troleum  distillate  fuel  oil,  and  other  pe¬ 
troleum  products,  in  tank-car  loads. 

From :  Norfolk  and  Portsmouth,  Va. 

To:  Lynchburg,  Altavista,  and  Dan¬ 
ville,  Va. 

Grounds  for  relief:  Circuitous  routes. 

Any  interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commission 
in  writing  so  to  do  within  15  days  from 
the  date  of  this  notice.  As  provided  by 
the  general  rules  of  practice  of  the  Com¬ 
mission,  Rule  73,  persons  other  than 
applicants  should  fairly  disclose  their 
interest,  and  the  position  they  intend  to 
take  at  the  hearing  with  respect  to  the 
application.  Otherwise  the  Commission, 
in  its  discretion,  may  proceed  to  investi¬ 
gate  and  determine  the  matters  involved 
in  such  application  without  further  or 
formal  hearing.  If  because  of  an  emer¬ 
gency  a  grant  of  temporary  relief  is 
found  to  be  necessary  before  the  expira¬ 
tion  of  the  15-day  period,  a  hearing, 
upon  a  request  filed  within  that  period, 
may  be  held  subsequently. 

By  the  Commission,  Division  2. 

[seal]  W.  P.  Bartel, 

Secretary. 

[F.  R.  Doc.  51-6313;  Piled,  May  31,  1951; 

8:47  a.  m.] 


[4th  Sec.  Application  26123] 

Wrought  Iron  Pipe  From  Rhode  Island 
TO  Southwestern  Territory 

APPLICATION  for  RELIEF 

May  28,  1951. 

The  Commission  is  in  receipt  of -the 
above- entitled  and  numbered  applica¬ 
tion  for  relief  from  the  long-and-short- 
haul  provision  of  section  4  (1)  of  the 
Interstate  Commerce  Act.. 

Filed  by:  D.  Q.  Marsh,  Agent,  for 
carriers  parties  to  his  tariff  I.  C.  C.  No. 
3748. 

Commodities  involved:  Iron  or  steel 
pipe,  wrought  iron,  welded  or  seamless, 
and  related  articles,  in  carloads. 

From:  Cranston  and  Providence,  R.  I. 

To:  Points  in  Arkansas,  Louisiana, 
New  Mexico,  Oklahoma,  and  Texas. 

Grounds  for  relief :  Circuity,  rail  com¬ 
petition,  grouping,  and  to  apply  over 
short  tariff  routes  rates  constructed  on 
the  basis  of  the  short  line  distance 
formula. 

Schedules  filed  containing  proposed 
rates:  D.  Q.  Marsh’s  tariff  I.  C.  C.  No. 
3748,  Supp.  80. 

Any  interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commis¬ 
sion  in  writing  so  to  do  within  15  days 
from  the  date  of  this  notice.  As  pro¬ 
vided  by  the  general  rules  of  practice 
of  the  Commission,  Rule  73,  persons 
other  than  applicants  should  fairly 
disclose  their  interest,  and  the  posi¬ 
tion  they  intend  to  take  at  the  hear¬ 
ing  with  respect  to  the  application. 
Otherwise  the  Commission,  In  its  discre¬ 
tion,  may  proceed  to  investigate  and  de¬ 
termine  the  matters  involved  in  such 
application  without  further  or  formal 
hearing.  If  because  of  an  emergency 
a  grant  of  temporary  relief  is  found  to 
be  necessary  before  the  expiration  of  the 
15-day  period,  a  hearing,  upon  a  re¬ 
quest  filed  within  that  period,  may  be 
held  subsequently. 

By  the  Commission,  Division  2. 

[seal]  W.  P.  Bartel, 

Secretary. 

[F.  R.  Doc.  51-6314;  Filed,  May  31,  1951; 

8:47  a.  m.] 


[4th  Sec.  Application  26124] 

Sand  From  Riverton,  Ind.,  to 
Vandalia,  III. 

APPLICATION  FOR  RELIEF 

May  28.  1951. 

The  Commission  is  in  receipt  of  the 
above-entitled  and  numbered  applica¬ 
tion  for  relief  from  the  long-and-short- 
haul  provision  of  section  4  (1)  of  the 
Interstate  Commerce  Act. 

Filed  by:  Illinois  Freight  Association 
for  the  Illinois  Central  Railroad  Com¬ 
pany. 

Commodities  involved :  Sand,  carloads. 

From:  Riverton.  Ind. 

To:  Vandalia,  Ill. 

Grounds  for  relief:  Wayside  pit  com¬ 
petition  and  to  maintain  grouping. 

Schedules  filed  containing  proposed 
rates:  I.  C.  R.  R.  tariff  I.  C.  C.  No.  A- 
11296,  Supp.  156. 


Any  interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commission 
In  writing  so  to  do  within  15  days  from 
the  date  of  this  notice.  As  provided  by 
the  general  rules  of  practice  of  the  Com¬ 
mission,  Rule  73,  persons  other  than  ap¬ 
plicants  should  fairly  disclose  their  in¬ 
terest,  and  the  position  they  intend  to 
take  at  the  hearing  with  respect  to  the 
application.  Otherwise  the  Commis¬ 
sion,  in  its  discretion,  may  proceed  to 
investigate  and  determine  the  matters 
involved  in  such  application  without  fur¬ 
ther  or  formal  hearing.  If  because  of  an 
emergency  a  grant  of  temporary  relief  is 
found  to  be  necessary  before  the  expira¬ 
tion  of  the  15-day  period,  a  hearing, 
upon  a  request  filed  within  that  period, 
may  be  held  subsequently. 

By  the  Commission,  Division  2. 

[seal]  W.  P.  Bartel, 

Secretary. 

[F.  R.  Doc.  61-6315;  Filed.  May  31,  1951; 

8:47  a.  m.] 

DEPARTMENT  OF  JUSTICE 

.Office  of  Alien  Property 

Authority:  40  Stat.  411,  65  Stat.  839,  Pub. 
Laws  322.  671,  79th  Cong.,  60  Stat.  50,  925;.  50 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  0193, 
July  6,  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8.  1945,  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

[Vesting  Order  17831] 

Hollandsche  Bank-Unie  N.  V. 

In  re:  Stock  registered  in  the  name 
of  Hollandsche  Bank-Unie  N.  V.,  Amster¬ 
dam,  The  Netherlands,  and  owned  by 
persons  whose  names  are  unknown. 
F-49-1264. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex¬ 
ecutive  Orders  9193,  as  amended,  9788 
and  9989,  and  pursuant  to  law,  after 
investigation,  it  is  hereby  found : 

1,  That  the  property  described  as  fol¬ 
lows:  Those  certain  shares  of  stock  de¬ 
scribed  in  Exihibit  A,  set  forth  below, 
registered  in  the  name  of  Hollandsche 
Bank-Unie  N.  V.,  together  with  all  de¬ 
clared  and  unpaid  dividends  thereon,  ex¬ 
cepting  from  the  foregoing,  however, 
those  shares  of  stock  described  in  the 
attached  Exhibit  A,  together  with  all 
declared  and  unpaid  dividends  thereon, 
concerning  which,  on  or  prior  to  the 
effective  date  of  this  vesting  order,  the 
issuing  corporation  or  its  transfer  agent 
in  the  United  States  has  received  a 
license  or  a  copy  of  a  license  removing 
such  property  from  the  restrictions  of 
Executive  Order  8389,  as  amended,  or 
has  been  advised  in  writing  by  a  banking 
institution  in  the  United  States  of  the 
removal  of  such  restrictions  and  of  the 
authorization  therefor; 

Is  property  within  the  United  States; 

2.  That  the  property  described  in 
subparagraph  1  hereof  is  owned  or  con¬ 
trolled  by,  payable  or  deliverable  to,  held 
on  behalf  of  or  on  account  of,  or  owing 
to,  or  is  evidence  of  ownership  or  con¬ 
trol  by  persons,  names  unknown,  who, 
if  individuals,  there  is  reasonable  cause 
to  believe  are  residents  of  a  designated 
enemy  country  and  which,  if  partner- 
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ships,  associations,  corporations,  or 
other  organizations,  there  is  reasonable 
cause  to  believe  are  organized  under  the 
laws  of  a  designated  enemy  country  or 
on  or  since  the  effective  date  of  Execu¬ 
tive  Order  8389,  as  amended,  have  had 
their  principal  places  of  business  in  a 
designated  enemy  country; 

3.  That  the  persons  referred  to  in  sub- 
paragraph  2  hereof  are  nationals  of  a 
designated  enemy  country; 

and  it  Is  hereby  determined ; 

4.  That  to  the  extent  that  the  per¬ 
sons  referred  to  in  subparagraph  2  hereof 
are  not  within  a  designated  enemy  coun¬ 
try,  the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country. 

All  determinations  and  all  action  re¬ 
quired  by  law,  including  appropriate  con¬ 
sultation  and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attor¬ 
ney  General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  “national”  and  “designated 
enemy  country”  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended,  and 
the  term  “designated  enemy  country” 
has  reference  to  Germany  or  Japan.  The 
term  “banking  institution”  as  used 
herein  shall  have  the  meaning  prescribed 
in  section  5F  of  Executive  Order  8389,  as 
amended. 

Executed  at  Washington,  D.  C.,  on 
May  10,  1951. 

For  the  Attorney  General. 

fSEALl  Harold  I.  Baynton, 
Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

Exhibit  A 

Southern  Railway  Company  preferred 
stock,  evidenced  by  the  certificates,  whose 
numbers  are  set  forth  below  for  the  number 
of  shares  Indicated: 

10  share  certificates:  25470,  25471,  26282, 
26283,  30681,  30687,  30790,  36473,  36500,  37867, 
•  37871,  37873. 

IF.  R.  Doc,  51-6348:  Filed.  May  31,  1951; 

8:53  a.  m.) 


[Vesting  Order  178321 

E/.nk-Associatie  Wertheim  &  Gompertz 

In  re :  Stock  registered  in  the  name  of 
Bank-Associatie  Wertheim  &  Gompertz, 
1834  En  Credietvereeniging  1853  N.  V., 
Gevestigd  Te  Amsterdam,  Amsterdam, 
the  Netherlands,  and  owned  by  persons 
whose  names  are  unknown.  F-49-1355. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex¬ 
ecutive  Orders  9193,  as  amended,  9788 
and  9989,  and  pursuant  to  law,  after  in¬ 
vestigation,  it  is  hereby  found; 

1.  That  the  property  described  as  fol¬ 
lows:  Those  certain  shares  of  stock 
described  in  Exhibit  A,  set  forth  below. 


registered  in  the  name  of  Bank-Associatie 
Wertheim  &  Gompertz  1834  En  Crediet¬ 
vereeniging  1853  N.  V.,  Gevestigd  Te 
Amsterdam,  together  with  all  declared 
and  unpaid  dividends  thereon,  excepting 
from  the  foregoing,  however,  those  shares 
of  stock  described  in  the  attached  Exhibit 
A,  together  with  all  declared  and  unpaid 
dividends  thereon,  concerning  which,  on 
or  prior  to  the  effective  date  of  this  vest¬ 
ing  order,  the  issuing  corporation  or  its 
transfer  agent  in  the  United  States  has 
received  a  license  or  a  copy  of  a  license 
removing  such  property  from  the  re¬ 
strictions  of  Executive  Order  8389,  as 
amended,  or  has  been  advised  in  writing 
by  a  banking  institution  in  the  United 
States  of  the  removal  of  such  restrictions 
and  of  the  authorization  therefor; 

is  property  within  the  United  States; 

2.  That  the  property  described  in  sub- 
paragraph  1  hereof  is  owned  or  con¬ 
trolled  by,  payable  or  deliverable  to,  held 
on  behalf  of  or  on  account  of,  or  owing 
to,  or  is  evidence  of  ownership  or  con¬ 
trol  by  persons,  names  unknown,  who, 
if  individuals,  there  is  reasonable  cause 
to  believe  are  residents  of  a  designated 
enemy  country  and  which,  if  partner¬ 
ships,  associations,  corporations,  or  other 
organizations,  there  is  reasonable  cause 
to  believe  are  organized  under  the  laws 
of  a  designated  enemy  country  or  on  or 
since  the  effective  date  of  Executive 
Order  8389,  as  amended,  have  had  their 
principal  places  of  business  in  a  desig¬ 
nated  enemy  country; 

3.  That  the  persons  referred  to  in 
subparagraph  2  hereof  are  nationals  of 
a  designated  enemy  country; 

and  it  is  hereby  determined; 

4.  That  to  the  extent  that  the  persons 
referred  to  in  subparagraph  2  hereof  are 
not  w'ithin  a  designated  enemy  country, 
the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country. 

All  determinations  and  all  action  re¬ 
quired  by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in¬ 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop¬ 
erty  described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other¬ 
wise  dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  “national”  and  “designated 
enemy  country”  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended, 
and  the  term  “designated  enemy  coun¬ 
try”  has  reference  to  Germany  or  Japan. 
The  term  “banking  institution”  as  used 
herein  shall  have  the  meaning  prescribed 
in  section  5F  of  Executive  Order  8389, 
as  amended. 

Executed  at  Washington,  D.  C.,  on 
May  10,  1951. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 
Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 


Exhibit  A 

International  Mercantile  Marine  Company 
no  par  value  capital  stock  evidenced  by  the 
certificates  whose  numbers  are  set  forth  be¬ 
low  for  the  number  of  shares  indicated: 

10  share  certificates'  3287,  3288,  3420.  3468, 
8498.  3535,  3611. 

[F.  R.  Doc.  51-6349;  Filed,  May  31,  1951; 
8:53  a.  m.] 


[Vesting  Order  178331 
R.  MeES  &  ZOONEN 

In  re:  Stock  registered  in  the  name  of 
E.  Mees  &  Zoonen,  Rotterdam,  the 
Netherlands,  and  owned  by  persons 
whose  names  are  unkown.  F-49-852. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex¬ 
ecutive  Orders  9193,  as  amended,  9788 
and  9989,  and  pursuant  to  law,  after  in¬ 
vestigation,  it  is  hereby  found: 

1.  That  the  property  described  as  fol¬ 
lows:  Those  certain  shares  of  stock  de¬ 
scribed  in  Exhibit  A,  set  forth  below,  reg¬ 
istered  in  the  name  of  R.  Mees  &  Zoonen, 
together  with  all  declared  and  unpaid 
dividends  thereon,  excepting  from  the 
foregoing,  however,  those  shares  of  stock 
described  in  Exhibt  A,  together  with  all 
declared  and  unpaid  dividends  thereon, 
concerning  which,  on  or  prior  to  the 
effective  date  of  this  vesting  order,  the 
Issuing  corporation  or  its  transfer  agent 
in  the  United  States  has  received  a  li¬ 
cense  or  a  copy  of  a  license  removing 
such  property  from  the  restrictions  of 
Executive  Order  8389,  as  amended,  or 
has  been  advised  in  writing  by  a  banking 
institution  in  the  United  States  of  the 
removal  of  such  restrictions  and  of  the 
authorization  therefor; 

is  property  within  the  United  States; 

2.  That  the  property  described  in  sub- 
paragraph  1  hereof  is  owned  or  con¬ 
trolled  by,  payable  or  deliverable  to,  held 
on  behalf  of  or  on  account  of,  or  owing 
to,  or  is  evidence  of  ownership  or  control 
by  persons,  names  unknown,  who,  if  in¬ 
dividuals,  there  is  reasonable  cause  to 
believe  are  residents  of  a  designated 
enemy  country  and  which,  if  partner¬ 
ships,  associations,  corporations,  or  other 
organizations,  there  is  reasonable  cause 
to  believe  are  organized  under  the  laws 
of  a  designated  enemy  country  or  on  or 
since  the  effective  date  of  Executive  Or¬ 
der  8389,  as  amended,  have  had  their 
principal  places  of  business  in  a  desig¬ 
nated  enemy  country; 

3.  That  the  persons  referred  to  in  sub- 
paragraph  2  hereof  are  nationals  of  a 
designated  enemy  country; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
■  referred  to  in  subparagraph  2  hereof  are 

not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country. 

All  determinations  and  all  action  re¬ 
quired  by  law,  including  appropriate  con¬ 
sultation  and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 


JUN  4  *• 


Friday,  June  1,  1951  FEDERAL  REGISTER  5147 


There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin¬ 
istered,  liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  “national”  and  “designated 
enemy  country”  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  8193,  as  amended,  and 
the  term  “designated  enemy  country” 
has  reference  to  Germany  or  Japan. 
The  term  “banking  institution”  as  used 
herein  shall  have  the  meaning  pre¬ 
scribed  in  section  5F  of  Executive  Order 
8389.  as  amended. 

Executed  at  Washington,  D.  C.,  on 
May  10,  1951. 

For  the  Attorney  General. 

[sEALl  Harold  I.  Baynton, 
Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

Exhibit  A 

Ohio  Edison  Company  Common  Stock  $3 
par  value  evidenced  by  Certificate  Number 
N  57719  for  ninety  (90)  shares. 

[F.  R.  Doc.  51-6350;  Filed,  May  31,  1951; 
8:53  a.  m.] 


[Vesting  Order  17834] 

N.  V.  COMMISSIE  EN  HanDELSBANK  TE 
Amsterdam 

In  re :  Stock  registered  in  the  name  of 
N.  V.  Commissie  en  Handelsbank  te 
Amsterdam,  Amsterdam,  The  Nether¬ 
lands,  and  owned  by  persons  whose 
names  are  unknown.  F-49-1276. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex¬ 
ecutive  Orders  9193,  as  amended,  9788 
and  9989,  and  pursuant  to  law,  after  in¬ 
vestigation,  it  is  hereby  found: 

1.  That  the  property  described  as  fol¬ 
lows:  Those  certain  shares  of  stock  de¬ 
scribed  in  Exhibit  A,  set  forth  below 
registered  in  the  name  of  N.  V.  Com¬ 
missie  en  Handelsbank  te  Amsterdam, 
together  with  all  declared  and  unpaid 
dividends  thereon,  excepting  from  the 
foregoing,  however,  those  shares  of 
stock  described  in  the  attached  Exhibit 
A,  together  with  all  declared  and 
unpaid  dividends  thereon,  concerning 
which,  on  or  prior  to  the  effective  date 
of  this  vesting  order,  the  issuing  corpo¬ 
ration  of  its  transfer  agent  in  the  United 
States  has  received  a  license  or  a  copy 
of  a  license  removing  such  property  from 
the  restrictions  of  Executive  Order  8389, 
as  amended,  or  has  been  advised  in  w’rit- 
Ing  by  a  banking  institution  in  the  United 
States  of  the  removal  of  such  restric¬ 
tions  and  of  the  authorization  therefor; 

Is  property  within  the  United  States : 

2.  That  the  property  described  in  sub- 
paragraph  1  hereof  is  owned  or  con¬ 
trolled  by,  payable  or  deliverable  to,  held 
on  behalf  of  or  on  account  of,  or  owing 
to,  or  is  evidence  of  ownership  or  con¬ 
trol  by  persons,  names  unkown,  who,  if 
Individuals,  there  is  reasonable  cause  to 
believe  are  residents  of  a  designated 
enemy  country  and  which,  if  partner¬ 
ships,  associations,  corporations,  or  other 


organizations,  there  is  reasonable  cause 
to  believe  are  organized  under  the  law's 
of  a  designated  enemy  country  or  on  or 
since  the  effective  date  of  Executive  Or¬ 
der  8389,  as  amended,  have  had  their 
principal  places  of  business  in  a  desig¬ 
nated  enemy  country; 

3.  That  the  persons  referred  to  in  sub- 
paragraph  2  hereof  are  nationals  of  a 
designated  enemy  country; 

and  it  is  hereby  determined; 

4-  That  to  the  extent  that  the  persons 
referred  to  in  subparagraph  2  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country. 

All  determinations  and  all  action  re¬ 
quired  by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  inter¬ 
est. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop¬ 
erty  described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other¬ 
wise  dealt  w'ith  in  the  interest  of  and  for 
the  benefit  of  the  United  States, 

The  terms  “national”  and  “designated 
enemy  country”  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended, 
and  the  term  “designated  enemy  coun¬ 
try”  has  reference  to  Germany  or  Japan. 
The  term  “banking  institution”  as  used 
herein  shall  have  the  meaning  prescribed 
in  section  5F  of  Executive  Order  8389,  as 
amended. 

Executed  at  Washington,  D.  C.,  on 
May  10,  1951. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 
Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

Exhibit  A 

Fifty  (50)  shares  of  no  par  value  Gillette 
Safety  Razor  Company  common  capital  stock, 
evidenced  by  five  (5)  certificates  nvimbered 
NC077819,  NCO77820,  NC077821,  NC077822 
and  NC077823  for  10  shares  each. 

[F.  R.  Dec.  51-6351;  Filed,  May  31,  1951; 
8:53  a.  m.) 


(Vesting  Order  17835] 

H.  OyENS  &  ZONEN,  N.  V. 

In  re :  Stock  registered  in  the  name  of 
H.  Oyens  &  Zonen,  N.  V.,  Amsterdam, 
The  Netherlands,  and  owned  by  persons 
whose  names  are  unknow'n.  F-49-1165. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended  Exec¬ 
utive  Orders  9193,  as  amended,  9788  and 
9989,  and  pursuant  to  law,  after  investi¬ 
gation,  it  is  hereby  found: 

1.  That  the  property  described  as  fol¬ 
lows:  Those  certain  shares  of  stock  de¬ 
scribed  in  Exhibit  A,  set  forth  below 
registered  in  the  name  of  H.  Oyens  & 
Zonen,  N.  V.,  together  with  all  declared 
and  unpaid  dividends  thereon,  except¬ 
ing  from  the  foregoing,  however,  those 
shares  of  stock  described  in  the  at¬ 
tached  Exhibit  A,  together  with  all  de¬ 
clared  and  unpaid  dividends  thereon. 


concerning  which,  on  or  prior  to  the  ef¬ 
fective  date  of  this  vesting  order,  the 
issuing  corporation  or  its  transfer  agent 
in  the  United  States  has  received  a 
license  or  a  copy  of  a  license  removing 
such  property  from  the  restrictions  of 
Executive  Order  8389,  as  amended,  or 
has  been  advised  in  w’riting  by  a  banking 
institution  in  the  United  States  of  the 
removal  of  such  restrictions  and  of  the 
authorization  therefor; 

is  property  within  the  United  States; 

2.  That  the  property  described  in  sub- 
paragraph  1  hereof  is  owned  or  con¬ 
trolled  by,  payable  or  deliverable  to,  held 
on  behalf  of  or  on  account  of,  or  owing 
to,  or  is  evidence  of  ownership  or  control 
by  persons,  names  unknow'n,  who,  if  in¬ 
dividuals,  there  is  reasonable  cause  to 
believe  are  residents  of  a  designated  en¬ 
emy  country  and  w'hich,  if  partnerships, 
associations,  corporations,  or  other  or¬ 
ganizations,  there  is  reasonable  cause  to 
believe  are  organized  under  the  law's  of 
a  designated  enemy  country  or  on  or 
since  the  effective  date  of  Executive  Or¬ 
der  8389,  as  amended,  have  had  their 
principal  places  of  business  in  a  desig¬ 
nated  enemy  country; 

3.  That  the  persons  referred  to  in  sub- 
paragraph  2  hereof  are  nationals  of  a 
designated  enemy  country; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
referred  to  in  subparagraph  2  hereof  are 
not  w’ithin  a  designated  enemy  country, 
the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country. 

All  determinations  and  all  action  re¬ 
quired  by  law',  including  appropriate  con¬ 
sultation  and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop¬ 
erty  described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other¬ 
wise  dealt  W’ith  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  “national”  and  “designated 
enemy  country”  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended, 
and  the  term  “designated  enemy  coun¬ 
try”  has  reference  to  Germany  or  Japan. 
The  term  “banking  institution”  as  used 
herein  shall  have  the  meaning  prescribed 
in  section  5F  of  Executive  Order  8389,  as 
amended. 

Executed  at  Washington,  D.  C.,  on 
May  10,  1951. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

Exhibit  A 

The  Kansas  City  Southern  Railway  Com¬ 
pany  $100.00  par  value  preferred  stock  evi¬ 
denced  by  the  certificates  whose  numbers 
are  stft  forth  below  for  the  number  of  shares 
Indicated: 

10  shares  certificates:  Nos.  B-37936,  B- 
38056,  B-38190,  B-38196,  B-38816,  B-38829. 

[F.  R.  Doc.  51-6352;  Filed,  May  31,  1951; 
8:53  a.  in.] 
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NOTICES 


(Vesting  Order  178611 
Takeyo  and  Hisajiro  Inouye 

In  re:  Rights  of  Takeyo  Inouye  and 
Hisajiro  Inouye  under  insurance  con¬ 
tract.  Pile  No.  D-39-4705-H-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec¬ 
utive  Order  9193,  as  amended,  and  Exec¬ 
utive  Order  9738,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Takeyo  Inouye  and  Hisajiro 
Inouye,  whose  last  known  address  is 
Japan,  are  residents  of  Japan  and  na¬ 
tionals  of  a  designated  enemy  country 
(Japan) ; 

2.  That  the  net  proceeds  due  or  to  be¬ 
come  due  under  a  Supplementary  Con¬ 
tract  evidenced  by  Certificate  No.  154059, 
issued  by  the  New  York  Life  Insurance 
Company,  New  York,  New  York,  to 
Takeyo  Inouye,  together  with  the  right 
to  demand,  receive  and  collect  said  net 
proceeds,  is  property  within  the  United 
States  owned  or  controlled  by.  payable 
or  deliverable  to.  held  on  behalf  of,  or  on 
account  of,  or  owing  to,  or  which  is  evi¬ 
dence  of  ownership  or  control  by.  Takeyo 
Inouye  or  Hisajii'o  Inouye,  the  afore¬ 
said  nationals  of  a  designated  enemy 
country  (Japan) ; 

and  it  is  hereby  deteimined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coun¬ 
try  (Japan). 

All  determinations  and  all  action  re¬ 
quired  by  law.  including  appropriate 
''•onsultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in¬ 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop¬ 
erty  described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other¬ 
wise  dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  “national”  and  “designated 
enemy  country”  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.,  on 
May  18.  1951. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 
Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(F.  R.  Doc.  51-635C:  Filed.  May  31,  1951; 

8;54  a.  m.] 


[Vesting  Order  17864] 

Emma  E.  Echroeder 

In  re:  Rights  of  Emma  E.  Schroeder 
under  insurance  contract.  File  No.  F-28- 
136-H-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex¬ 
ecutive  Order  9193,  as  amended,  and  Ex¬ 
ecutive  Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Emma  E.  Schroeder,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig¬ 
nated  enemy  country  (Germany) ; 


2.  That  the  net  proceeds  due  or  to  be¬ 
come  due  under  a  contract  of  insurance 
evidenced  by  policy  No.  6  937  851,  issued 
by  the  New  York  Life  Insurance  Com¬ 
pany.  New  York,  New  York,  to  Hans  C. 
W.  Schroeder,  together  with  the  right  to 
demand,  receive  and  collect  said  net 
proceeds, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv¬ 
erable  to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re¬ 
quired  by  law,  including  appropriate  con¬ 
sultation  and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop¬ 
erty  described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other¬ 
wise  dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  “national”  and  “designated 
enemy  country”  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.,  on 
May  18.  1951. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 
Assistant  Attorney  General. 

Director,  Office  of  Alien  Property. 

(F.  R.  Doc.  51-6357;  Filed,  May  31,  1951; 

8:54  a.  m.) 


(Vesting  Order  17837) 

Pierson  &  Co. 

In  re:  Stock  registered  in  the  name  of 
Pierson  &  Co.,  Amsterdam,  The  Nether¬ 
lands,  and  owned  by  persons  whose 
names  are  unknown.  F-49-1261. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended;  Execu¬ 
tive  Orders  9193,  as  amended,  9783  and 
9989,  and  pursuant  to  lew,  after  investi¬ 
gation,  it  is  hereby  found: 

1,  That  the  property  described  as 
follows: 

Those  certain  shares  of  stock  described 
In  Exhibit  A,  set  forth  below,  registered 
in  the  name  of  Pierson  &  Co.,  together 
with  all  declared  and  unpaid  dividends 
thereon,  excepting  from  the  foregoing, 
however,  those  shares  of  stock  described 
In  the  attached  Exhibit  A,  together  with 
all  declared  and  unpaid  dividends 
thereon,  concerning  which,  on  or  prior 
to  the  effective  date  of  this  vesting  order, 
the  issuing  corporation  or  its  transfer 
agent  in  the  United  States  has  received 
a  license  or  a  copy  of  a  license  removing 
such  property  from  the  restrictions  of 
Executive  Order  8389,  as  amended,  or  has 
been  advised  in  writing  by  a  banking  in¬ 
stitution  in  the  United  States  of  the  re¬ 


moval  of  such  restrictions  and  of  the 
authorization  therefor; 

is  property  within  the  United  States; 

2.  That  the  property  described  in  sub- 
paragraph  1  hereof  is  owned  or  con¬ 
trolled  by,  payable  or  deliverable  to,  held 
on  behalf  of  or  on  account  of,  or  owing 
to,  or  is  evidence  of  ownership  or  con¬ 
trol  by  persons,  names  unknown,  who,  if 
Individuals,  there  is  reasonable  cause  to 
believe  are  residents  of  a  designated 
enemy  country  and  which,  if  partner¬ 
ships,  associations,  corporations,  or  other 
organizations,  there  is  reasonable  cause 
to  believe  are  organized  under  the  laws 
of  a  designated  enemy  country  or  on  or 
since  the  effective  date  of  Executive 
Order  8389,  as  amended,  have  had  their 
principal  places  of  business  in  a  desig¬ 
nated  enemy  country; 

3.  That  the  persons  referred  to  in  sub- 
paragraph  2  hereof  are  nationals  of  a 
designated  enemy  country; 

and  it  is  hereby  determined: 

4.  Tliat  to  the  extent  that  the  persons 
referred  to  in  subparagraph  2  hereof 
are  not  within  a  designated  enemy  coun¬ 
try,  the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country. 

All  determinations  and  all  action  re¬ 
quired  by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national 
interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop¬ 
erty  described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other¬ 
wise  dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

Tire  terms  “national”  and  “designated 
enemy  country”  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended, 
and  the  term  “designated  enemy  coun¬ 
try”  has  reference  to  Germany  or 
Japan.  The  term  “banking  institution” 
as  used  herein  shall  have  the  meaning 
prescribed  in  section  5F  of  Executive  Or¬ 
der  8389,  as  amended. 

Executed  at  Washington,  D.  C.,  on 
May  10.  1951. 

For  the  Attorney  General. 

[seal]  Harold  I.  B.aynton, 
Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 
Exhibit  A 

1.  The  Kansas  City  Southern  Railwr’y 
Company  no  par  value  common  stock  evi¬ 
denced  by  the  certificates  whose  numbers 
are  set  forth  below  for  the  number  of  shares 
indicated : 

10  share  certificates:  B-44769,  B-48846, 
B-519e8,  B-52546,  B-52817.  B-53344,  B-537C6. 
B-53S67.  B-53986.  B-54002.  B-54821,  B-54920. 

2.  The  Kansas  City  Southern  Railway 
Company  $100.00  par  value  preferred  stock 
evidenced  by  the  certificates  whose  numbers 
are  set  forth  below  for  the  number  of  shares 
indicated: 

10  share  certificates:  B-31443,  B-31444, 
B-31544,  B-31672.  B-31797,  B-32236,  B-3T377, 
B-37843,  B-37850,  B-37855,  B-36017.  B-38142, 
B-38175.  B-38292.  B-38337,  B-33422,  B-38632, 
B-38750,  B-38930,  B-S9703,  B-39704.  B-39848, 
B-39857,  B-39859. 

[F.  R.  Doc.  51-6354;  Filed,  May  31.  1951; 
8:54  a.  m.) 


